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Forum on school building Architects, engineers, officials and consultants agree on 10 recommendations 
for building better schools at less cost (p.117) 


Case study schools 35 pages of the latest trends in cluster planning, loft planning, 
core planning and zone planning demonstrated by 19 schools of various sizes (p.127) 


Forum design standards A new department to keep architects current on design details. 
This month, classroom design (p.162 


School design What should today’s school look like: 


sleek international, shaggy American or what? (p.166) 


School building techniques Roundup of new ideas in site planning, structure, heating, lighting and acoustics (p. 172) 
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WHAT A 
BEAUTIFUL 
WAY 
TO BE 


DIFFERENT! 


Securit Door in the office of Architect John B. Danna, Dallas, Texas. 


... a door of translucent patterned glass 


BRIEF DATA 


This door decorates with light—and 
does a grand job of it. Everyone who 
S 


Glass Door remarks on its contribution 


Glass—%” 
surfaces. 


thick. Muralex pattern on both 


sees the Blue Ridge urit® Interior 


Tempered—3 to 5 times stronger than untem- 


EA E E E EE E to the appeal of the room. They ask 


r P uestions, of course, such as: 
Reversible—can be used right or left hand. ET OE EE 


Standard Sizes—2’6” x 6'8” 3'0” x 6'8” 
2'8” x 6'8” 8/0” x70” 

—also 4 sizes for openings of these dimen- 
sions with proper allowance for clearances, 


yo 


“Ts it rugged . . The glass is heat 
tempered, so it can stand hard usage 
“Ts it as expensive as it looks? ™. . . Not 


by a long shot—its cost compares favor- 


ably with high-quality doors of common 


materiz 
“What about installation?” . Tes 


simple, quick and money -saving. 
There’s no cutting or mortising on this 
door. Beautiful, easily applied hard- 
ware and hinges come to the job with 
the door. When specified, the door can 
be shipped with a Sargent closer or 
prepared for use with an LCN con- 
cealed closer. 

See your L-O-F Glass Distributor or 
Dealer about this newest thing in doors. 
He’s listed in the yellow pages of phone 
books in many principal cities. Or mail 


the coupon, HA 


Libbey-Owens-Ford Glass Company 
Patterned & Wire Glass Sales 
B-20103 Nicholas Building, Toledo 3, Ohio 


Please send me your folder, Blue Ridge Sec 
Interior Glass Doors. 


NAME _ ee a 
(PLEASE PRINT) 


ADDRESS _— — = 


Crry_ : STATE 


Securit 


INTERIOR GLASS DOORS | 


L 
Of 
eras) 


A leading South Bend manufacturer reports 


*54,333 Saved 


with Hauserman Movable Walls 


With almost three miles of Hauserman Movable Walls installed in their 
main plant and offices since 1932, officials of this large Indiana company* 
have had ample opportunity to study the long-term advantages afforded 
by these modern cost-saving partitions. 


Based on actual maintenance records, decorating savings alone have 
amounted to $22,625. Whereas their ordinary walls are repainted at regular 
five-year intervals, Hauserman Movable Walls still retain their like-new 
appearance ... without repainting ... after more than twenty years. 


Like any company, large or small, this manufacturer must occasionally 
rearrange floor areas. Here, too, Hauserman Movable Walls have con- 
tributed heavily toward greater efficiency and operating economy. With 
a minimum of disturbance to normal routine, Hauserman Walls have 
been taken down, moved and re-erected—quickly and easily—at a savings 
of $36,708 over the cost of moving fixed walls. 


That's the story. Doesn’t it suggest an idea to you? %*Name on Request 


NEW DATA MANUAL 53... most com- © 


prehensive collection of facts and technical infor- 


mation on movable interiors ever assembled. This 
92-page guide for architects contains complete 
technical details, stock sizes, general instructions 
and specifications on all types of Hauserman 


Movable Interiors. Write for your free copy today. 


The E. F. Havserman Company, 7137 Grant Ave., bh, ch ‘ 
b, Cleveland 5, Ohio. Ovi Orne 


OFFICES © SCHOOLS « LABORATORIES 
HOSPITALS » INDUSTRIAL PLANTS 
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HERES WHY YOU CAN BE SURES 
\\ 


1. ECONOMY OF 
MAINTENANCE 


—the super-density of Good- 
year’s “cured-plate finish” — 
Presents a surface that bars a 
foothold to dirt, is easier to 
clean! 


2. NO ARTIFICIAL 
FINISH 
—no artificial finish applied to 


its natural surface; the cured- 
plate finish lasts for life! 


GREAT * 
REASONS 


—in elevators and other severe 
service applications, Goodyear 


WHY YOU CAN SPECIFY Ribar Flooring eal i woor: 
THIS FLOORING 
WITH CONFIDENCE! 


Out of 30 years’ experience have come eight 
distinct points of superiority which make 
Goodyear Rubber Flooring the best-accepted 
on the market today. No other rubber flooring 


4. QUIET AND 
CUSHIONED COMFORT 


— Goodyear Rubber Flooring’s 
natural resiliency and sound- 
deadening qualities make it 
easy to live with, easy to walk 
on—cuts fatigue. 


can offer you the assurance of satisfaction that 5. BRAND-NEW 6. AVAILABLE IN 
goes with these eight, straight facts—facts that DESERT TONES FULL 36° WIDE ROLLS 
make sense and make sure that the Goodyear rs cpus paige Mee Pavitt andthe 


possible to create virtually any 


Rubber Floor you specify today will remain ab aSr oaingo notie 
desired pattern! 


j 2 = Goodyear first! 
a testimonial to your good judgment for years 
to come. Goodyear, Flooring Dept. J-8310 
Akron 16, Ohio. 


see our catalog in 


ARCHITECTURAL 
FILE 


8. FIRST COST 
IS LAST COST 


— its durability, low upkeep, 


or write for copy 


7. FIRST CHOICE 
—of leading architects because 


We think you'll like 30 successful years have proved beauty and comfort all add 
THE GOODYEAR TELEVISION PLAYHOUSE z h pened 
every other Sunday—NBC TY Network this rubber flooring to be as to greater luxury for no greater 


lasting as it is beautifull long-run cost! 


BY THE TILE © BY THE ROLL 
Made only by Goodyear—The Greatest Name In Rubber —the greatest name in rubber flooring! 
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FORUM ON SCHOOL BUILDING 


Architects, engineers, school officials and consultants at round 
table conference agree on ten recommendations for building 
better schools at lower costs. 


CASE STUDY SCHOOLS 
CLUSTER PLAN 


In Darien, Conn. by Ketchum, Gina & Sharp 


In Port Arthur, Tex. by Caudill, Rowlett, Scott, Neff & 
Associates 


In Groton, Conn. by Warren H. Ashley 

In New Orleans by Favrot Reed Mathes & Bergman 

In Fairfax, Calif. by John Lyon Reid 
LOFT PLAN 

In San Mateo County, Calif. by John Lyon Reid 

In Orem, Utah by William Rowe Smith 

In Electra, Tex., by Caudill, Rowlett, Scott & Associates 
CORE PLAN 

In El Sobrante, Calif. by John Carl Warnecke 

In Laredo, Tex. by Caudill, Rowlett, Scott & Associates 
ZONE PLAN 

In Worcester, Mass. by TAC & G. Adolph Johnson 

In Hyde Park, N.Y. by Perkins & Will 
SMALLER WINDOWS 

In Hawarden, lowa by Harold Spitznagel & Associates 

In Minneapolis, Minn. by Magney, Tusler & Setter 
MULTIPURPOSE CORRIDORS 

In Plymouth and Ferndale, Mich. by Eberle M. Smith 


DESIGN STANDARDS AND DATA 


A new department to keep architects posted on new design 
details by the co-author of Architectural Graphic Standards, 
Harold R. Sleeper. This month: classroom details, 


SCHOOL DESIGN 


Two quite different schools by Ernest J. Kump for San Jose, 
Calif. raise the question of the appearance for today’s school. 


SCHOOLHOUSE TECHNIQUES 
SITE PLANNING 
An article by Carl! Feiss. 


STRUCTURE 
A review of new developments. 


HEATING 


An article by Henry Wright. 
A report on heat pumps. 


LIGHTING 
A roundup of new techniques. 
High cost of daylight by Kenneth Welch & H. G. Daverman. 
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Cover design by Ray Komai. 


33 
78 
86 
117 


127 


128 


132 
134 
136 
138 


141 
143 
144 


145 
146 


152 
154 


157 
158 


161 
162 


166 


172 
174 


179 


184 


188 
228 
242 


246 
260 


Exclusive channeling guards against blistering 
and separation of felt and insulation 


Celotex CHANNEL-SEAL 
Roof Insulation 


Checks formation of excessive 
air pressures within roof structure 


EJ 
| VAPORPROOFING 
Course 


j 
i 


movement through the channels. Thus, Here you see why high-pressure air 

y pockets won't build up with Celotex 
Channel-Seal Roof Insulation. Pressures 
due to temperature differences are 
equalized by movement of air through 
the channels. This channeling principle 
of roof protection has been proved ef- 
fective by many years of actual use on 
jobs of every type and size. 


PROVIDE an extra 


Vo 
the formation of high-pres 


pressure is reduced and equalized — the 
risk of 


and i 


ty against roof dar 


blister: aration of felt 


re air con- 


centrations, when you specify Celotex 
C l 


in "safety release” equalizes the pressure 


Seal Roof Insulation. Its built- 


Made of 
high insul 


of air trapped in the roof, gives protec- 


tion no ordinary roof insulation can pro- 4 range of thicknesses to meet the spe- 
ulation requi 


sphalt-coated on both sid 


ments of each 


cific 1 


Each piece of Channel-Seal has bevels job. 


F 


7 higt 
16” hi 


What's more, it is the only roof insu- 
lation made of durable, interlocking, 


a by 146” wide on all bottom 


yen units are laid on the deck, 


and all edges, for extra mc 
tion in storage and on the jc 


edges. W 
these bevels form a network of broad, 
interconnecting channels extending over 


the entire roof. 
How “Safety Release” Works 


As higher pressures build up in some 
areas of the roof due to rising surface 


temperatures, they are relieved by ai 


For a better roof... 
specify genuine 


THE CELOTEX CORPORATION, 120 SOUTH LASALLE STREET e 


Low Cost, Quickly Applied 


Low in both initial and applied cost, 
Celotex Channel-Seal is remarkably 
rigid and tough, to 
handle. Resists damage from job han- 
dling. Smooth surface assures positive 
bond to both roof deck and roofing felt. 


et light and ea 


ROOF 


CHICAGO 3, 


and protected 


long Louisiana cane fibre: 
by the patented Ferox® process from dry 
rot and termites. Write now for full data 
on Channel-Seal and other types of job- 
proved Celotex Roof Insulation for 
every need. The Celotex Corporation, 
Dept. AF-103, 120 S. LaSalle Street, 
Chicago 3, Illinois. 


CELOTEX 


REG. U. S. PAT. OFF, 


INSULATION 


ILLINOIS 
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is a 
world-wide choice 
for 


LOW-COST STEAM 


All over America—in U.S. Possessions...in Canada... 
South America... Europe... Asia... Africa—thousands 
of Powermaster Packaged Automatic Boilers are now 
supplying steam and hot water requirements—with out- 
standing reliability and economy for: 


bakeries «beverage plants s canners and food pro- 
cessors « chemical plants « dairies » dry cleaners » 
hospitals and institutions e hotels s apartment and 
FOR OIL office buildings » laundries e meat packers s public 
FIRING schools and colleges stanneries stextile mills stire and 
rubber companies » paper mills s railroad shops s 
manufacturing plants s and many other users. 


A large percentage of present users have ordered addi- 
tional Powermaster units... and the list of new Power- 
master users is getting longer every day. 


HERE'S WHY — Ease and economy of installation—space- 
saving compactness—fuel-saving smokeless VORIFLOW 
combustion—highly efficient operation at all loads— 
maintenance-saving accessibility—forced draft—full-range 
FOR GAS automatic modulating firing control—completely auto- 
FIRING matic operating and safety controls—these are some of the 
reasons for the steadily growing universal preference 
for Powermaster. 


If selecting, installing, or operating boilers is your 
business, you'll want the complete story of 
Powermaster cost-saving advantages contained 
in this new bulletin, 


FOR GAS-OIL D 
PACKAGED AUTOMATIC BOILERS 


In sizes to 500 HP; pressures to 250 psi. 


ORR & SEMBOWER, INC. » Established 1885 +845 Morgantown Road, Reading, Penna. 
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These free-standing J-M Movable Walls permit maximum use of space. 
that can quickly and easily be rearranged to suit 


They create efficient offic 
the needs of changing space requirements. 


For the offices you need 
in the space you have 


Johns-Manville Asbestos Movable Walls pro- 
vide offices when and where you want them 


YOU can rearrange your present 
space or have new space partitioned 
off quickly and economically with 
Johns-Manville Asbestos Movable 
Walls. Made of asbestos, they resist 
fire, rot and wear. 

These flush-type, attractive panels 
have a clean, smooth surface that's 
hard to mar, easy to maintain... 


iYi Johns-Manvill 


and extra strong to withstand shock 
and abuse. Also, they are light in 
weight, easy to install and relocate. 
The “dry wall” method of erection 
assures little or no interruption to 
regular routine. 

Johns-Manville Asbestos Mov- 
able Walls may be used as ceiling- 
high or free-standing partitions. The 


complete wall, including doors, 
glazing and hardware, is installed 
by Johns-Manville’s own construc- 
tion men under the strict super- 
vision of trained J-M engineers . . . 
responsibility is undivided. 

For details about Johns-Manville 
Asbestos Movable Walls, consult 
your Sweet's Architectural File, or 
write Johns-Manville, Box 158, 
Dept. AF; New York 16, New York. 
In Canada, write 199 Bay Street, 
Toronto 1, Ontario. 


able Mada 


INSTALLED NATIONALLY BY JOHNS-MANVILLE 
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This busy bus terminal restaurant 
in Fort Worth, Texas has discovered 
the perfect system for dishwashing 
sanitation. The answer is in the 
Ruud-Monel two°etemp Sanimaster 
Automatic GAS Water Heater. 
Here’s how. Sanimaster furnishes 


IS THE ONLY WATER HEATER 
THAT SAFELY HOLDS WATER 
AT 180°! HERE’S WHY: 


Sanimaster has a tank of solid 
MONEL—NATURE’S WONDER 
METAL. Monel is a high-nickel 
content alloy of nickel and copper— 
can never rust. Safely holds water at 
such high temperatures as 180°. 
Ruud-Monel two®temp Sanimaster, 
with this exclusive long-life Monel 
tank, will provide you with spar- 
kling hot water for years and years. 
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Fort Worth Greyhound Terminal Restaurant 
` gets all the Hot Water it needs 
for Perfect Dishwashing! 


all the 180° sanitizing hot water 
needed for perfect cleansing in the 
semi-automatic Hobart AM-6 dish- 
washer; and, from the same tank at 
the same time, all the 140° general 
use hot water needed for sink and 
lavatory faucets! 


AUTOMATIC 
WATER HEATER 


180° SANITIZING 

HOT WATER 

is piped right into the automatic 
dishwasher. This extra-hot water 


provides positive bacteria destruc- 
tion . . . complete dish sanitation. 


i 140° GENERAL USE 
HOT WATER 

is available continuously at pot sink 

lavatory, and all other general use 


faucets. All this from the same tank 
at the same time. 


In addition to the Ruud-Monel two°> 
temp Sanimaster, Ruud offers a com- 
plete line of water heaters for domestic, 
commercial and industrial applications. 

For specifications, data and literature, 
write Dept. T-13, 


RUUD MANUFACTURING COMPANY 


Pittsburgh 1, Pa. + General Offices - Toronto 14, Ontario 


Brunswick 


advanced 
design 
means 


COMFORT 


The Brunswick chair sets new 
standards for seating comfort in the 
classroom. 


id Built-in resiliency of unistruc- 

ture design, combined with rubber 
mounted floor glides, provides 
“spring” that takes stress . . . 

spells comfort. 

Molded plywood seat and back 

are designed with compound 

curves, scientifically body-contoured. 


Ef Research-established back and 
seat relationships assure comfort 
in eight graduated sizes. 


School Furniture 


For full information, write to: 
THE BRUNSWICK-BALKE-COLLENDER COMPANY 
623 South Wabash Avenue * Chicago 5, Illinois 
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Aerial view of the outstanding new Evergreen Plaza Shopping Center located in 
Chicago's Evergreen Park section. FOAMGLAS was used to insulate the roofs of all 
buildings in the project. 2” blocks of FOAMGLAS were installed on all roof slabs 
with hot asphalt. Over the FOAMGLAS is laid a 20 year built-up felt, pitch and 


grovel roof. 


Created by Arthur Rubloff & Co., Chicago; Howard T. Fisher & Associates, Inc., Architects & Engi- 
neers; Holabird & Root & Burgee, Architect-Engineer; George A, Fuller Company, Builders. 


“We can count on FOAMGLAS insulation . .. 


‘í, .. to help keep our heating 
and cooling costs lower year 
after year,” 


Willard A, Brown 
Managing Director 
Evergreen Plaza Shopping Center 


reports Willard A. Brown, Managing Di- 
rector of Chicago’s new Evergreen Plaza 
Shopping Center. He explains: “Placing 
insulation on the roofs of our center was 
imperative to keep down our heating and 
air conditioning costs. We chose FOAM- 
GLAS for our roof insulation because it 
assures us constantly high insulating effi- 
ciency year after year.” 

FOAMGLAS can be depended on be- 
cause it is the only insulation composed of 


FOAMGLAS 


the cellular glass insulation 
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closed glass cells that are impervious to 
damaging moisture in all its forms. Wholly 
inorganic, FOAMGLAS is rot-proof, fire- 
proof, acid-proof, and its strong, rigid 
structure gives it outstanding adaptability 
to a wide variety of structural applications. 

Let us tell you how FOAMGLAS can 
best be applied as an insulant for roofs, 
walls, floors, piping and equipment . . . for 
normal temperature or low temperature 
buildings. For complete information and a 
sample of this remarkable insulation, write 
Department D-103... 


PITTSBURGH CORNING CORPORATION 
One Gateway Center e Pittsburgh 22, Pa. 


Pittsburgh Corning 
also makes 
PC Glass Blocks 


When flooring problems are dropped on your lap... 


call on the Kentile, Inc. Flooring Contractor 


Why ?... because floors can be a sound investment or a too 
costly expenditure—depending on how well-suited they are 
to the area in which they will be used. For example, a cor- 
ridor requires certain qualities in a floor...cafeterias pre- 
sent totally different flooring problems... basement rooms 
must meet still other standards. 


And, because of the major importance of flooring, your 
decisions can have a decided effect on the finished job... 
as well as on your client's satisfaction with your services. 
That’s why it will pay you to consult with the Kentile 
Flooring Contractor when you have to make these decisions. 
He is a fully-trained and experienced expert who can fur- 
nish you with reliable, up-to-date data...help you solve 


every installation question that may arise. 


WHY WASTE VALUABLE TIME? 


Call on the Kentile, Inc. Flooring Contractor as you would a paid 
member of your staff. 


Kentile Asphalt Tile The Kentile, Inc, Flooring 


2 Contractor's mame and ad- 
KenRubber Tile Floors dress are listed under FLOORS 
Kencork Floors & Walls in your classified directory... 
or write: Contract Dept., 
Kentile, Inc., Brooklyn 15, 
KenFlex Vinyl Tile New York. 


Special (greaseproof) Kentile 


~ > KENTILE wc. 


BROOKLYN 15 MM NEW YORK 


I a Specialists in Resilient Tile Flooring for over 50 Years 
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Webster Walvector under windows in Lafayette 
School classroom, Wall-to-wall warmth. 


COLD MEETS 


ITS WATERLOO 
In Waterloo, N.Y. 


New York Community Modernizes 
its school system with new schools 
and Tru-Perimeter Heating. 


When Waterloo, N.Y., decided its 
educational shoe was pinching they 
called on Carl C. Ade, prominent 
Rochester architect and engineer, 
to help remedy the situation. 

Result — the handsome new Lafa- 
yette Elementary School illustrated 
here and the even larger Skoi-Yase 
(Indian for “bubbling water”) Ele- 
mentary School. With these new 
schools, and its existing buildings, 
Waterloo has solved its educational 
space problems for many years. 


Lafayette Elementary School, Waterloo, N.Y. 
Completed 1951 at a cost of $550,000. Arch- 
itect and Engineer: Carl C. Ade, Heating Con- 
tractor: A. Burgart, Inc. 


For efficient heating, both these 
new schools use Webster Walvec- 
tor, as do many of the schools 
designed by Carl C. Ade’s office. 
Here is Tru-Perimeter Heating. The 
cold perimeter walls of the build- 
ings are heated gently and evenly. 
Webster Walvector in perimeter 
heating simplifies piping, uses fewer 
risers, Buildings can be heated just 
before occupancy, heat reduced 
immediately after the need is gone. 


James Solomon Russell School, Brunswick 
County, Va. Cost—§$524,870. Heating Contrac- 
tors: W. J. Bloomfield & Son, Inc., Farmville, Va. 


Nature Controls the 
Heat in these Schools 


Dixon & Norman, Virginia architec- 
tural firm specializing in schools, 
specify Webster Moderator Systems 
for efficient heat in open-plan 
buildings fed by long steam lines. 


“Nature makes the weather, let her 
operate the controls”— so say Dixon 
& Norman, Richmond architects 
and engineers. “Many of our 
schools are used for community 
activities, Classrooms are large, 
with auditoriums, gymnasiums and 
shop areas often in separate wings. 
Despite long steam lines there is 
balanced heat distribution. The 
Moderator System delivers heat 
evenly and rapidly to every section 
of a building.” 


| serial 

Above: John J. Wright Consolidated School, 
Spotsylvania County, Va, Cost — $635,000. 
Heating Contractors. W. J. Bloomfield & Son, 
Inc., Farmville, Va, 

Below: Montevideo High School, Montevideo, 
Va. Cost — $622,740. Heating Contractors: 
J. H. Cothran Čo., Inc., Altavista, Va. 


Heating of gymnasium is 
by Webster-Nesbitt Unit 
Heaters (inset left) drained 
by Webster Drip Traps 
(circle). 


HIGH SCHOOL FOR 
1000 STUDENTS 


When first put in service in Sep- 
tember 1951 the new Ewing High 
School had 665 pupils from grades 
7 to 10 using 24 of the 32 class- 
rooms. Full capacity will be used 
by fall 1953, 

Ewing High School is steam heated. 


Webster Heating Equipment used 
includes: 


Webster-Nesbitt Down-Blow Unit 
Heaters in gymnasium — up in the 
air, out of the way as illustrated. 
Webster-Nesbitt Propeller Fan Unit 


Heaters in locker rooms, manual 
training rooms and cafeteria kitchen. 


Ewing High School, Mercer County, New Jersey. 
Architects: Micklewright and Mountford, Trenton, 


N. J. Consulting Engineers: Runyon and Carey, 


Newark, Heating Contractor: Walter E. Bittner, 
Trenton, 

Webster Convectors in home eco- 
nomics room, auditorium, corridors, 
stair landings. 


Webster Radiator Valves, Thermo- 
static Traps and Float and Thermo- 
static Traps throughout to assure 
steam circulation. 


PROVED PERFORMANCE IN THOUSANDS OF SCHOOLS 


Standard in the finest schools, Webster Systems of Steam Heating supply com- 

a fortable heat at minimum cost . . . where you want it and when you want it. 

The Webster Moderator System automatically adjusts the rate of steam delivery 

~since 188 to every change in outdoor temperature . . . provides continuous heat flow from 
Şi every radiator . . . ends wasteful overheating. 


Webster’s nationwide field organization serves architects, engineers and heating 
contractors, working with operating personnel to achieve maximum efficiency 
from top quality Webster Systems. 


If you want more information about Webster equipment for school heating, write us. 
Address Dept. AF-10B 


WARREN WEBSTER & COMPANY 


Camden 5, N. J. :: Representatives in Principal Cities 
In Canada, Darling Brothers, Limited, Montreal 


Systems of 
Steam Heating 
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* This unit represents the unique and fresh approach 
to indirect incandescent lighting by ART METAL. 
Available in pendent or close-to-ceiling mountings 
and from 150 to 750 watts. ® It is one of many un- 


usual designs found in Catalog 153. Write for a copy. 


me ART METAL conan 


CLEVELAND 3, OHIO 


*Patent Pending 


Manufacturers of Engineered Incandescent Lighting 


Clinton Bridge Corporation 


Gage Structural Steel Corporation 


Midland Structural Steel Corporation 


Fabricators and erectors of structural steel for highway and railroad bridges; industrial, office, school, and government buildings; airport structures; harbor facilities. 


ARCHITECTURAL FORUM - OCTOBER 1953 


Illustrating one span of a three span bridge. 
Total length, 1200 feet; total weight, 5200 tons. 


for Fit 


Bridges, like custom-made clothes, have 

their “Try-on for fit.” They are pre- 

assembled to make dead certain that every 

rivet hole is exactly in place. This procedure means that, when 

the sections arrive on location, they fall into perfect position 

for the erecting crews. Much erecting time is saved. It also 

serves as a check on our templet makers who are perfectionists 
in their own right. 

The Midland shop is so large that most bridge 

spans can be pre-erected inside the plant. This span is an 

unusually large and heavy one so the try-on was accomplished 


in the shop yard outdoors. 


If you have any structure... large, medium, 
or small... on your drafting boards that calls for fabrication 
and erection of structural steel, send your plans and specifica- 
tions to us to be estimated. 
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Fir plywood concrete forms helped set a new standard in low construction cost on 16,891 sq. ft. Lowell Elementary School, Tacoma, Washington 


THREE KEY ADVANTAGES 
OF FIR PLYWOOD FORMS 


1. TIME AND LABOR SAVINGS 


= R = mane : = Construction view shows forms in place for floor 
Use of fir plywood forms for the striking architectural concrete of this Í rae 


slab and walls. 54" plywood panels were placed 
school helped establish a new record for low school construction across 2x6 joists on 16" centers. This was backed 
up by 2x10 stringers supported by 4x4 and 4x6 
posts. The 8" thick walls were also cast against 
play area and maintenance rooms, Tacoma school officials give $9.9] 54" Exterior-type plywood panels. 


costs in Washington state. Allowing only half area* for the lower floor 


per square foot as the complete construction cost, including taxes and 

fees. Architect Irvin E. Muri credits fir plywood forms with playing 
p3) playing 

an important role in helping hold costs to this low figure—some 20 


per cent below the average cost for schools in the state. 


2. SMOOTH, FIN-FREE CONCRETE 


Flat, monolithic plywood-formed surfaces, both inside and outside 
the building, were merely sack-rubbed and then painted—a major factor 
in the low cost. In addition to forming both interior and exterior 


walls, fir plywood was used to form ceiling slabs and retaining walls, 


3. ECONOMY THROUGH RE-USE 


Up to 6 re-uses of the plywood forms were reported by the contractor. 
In addition, many of the panels were later re-used on other jobs. 


C. E. Bonnell, President of the Bonnell Construction Company, job View shows stripping off ceiling forms. Smooth fir 
plywood panels permitted structure and finish 
surface to be cast simultaneously. Exposed concrete 
respect and that they helped speed work and cut costs all along the line. surfaces, both inside and out, were painted direct 
after a minimum of rubbing, eliminating 
expensive plastering on ceilings. 


contractors, reports that the plywood forms were satisfactory in every 


*Allowing full area for the lower floor the complete per square foot 
construction cost comes to $7.85. 


SPECIFY DFPA-INSPECTED FIR PLYWOOD 


These registered industry trademarks are your guide, guard and 

assurance of DFPA quality-tested fir plywood manufactured 

especially for concrete form work. INTERIOR PLYFORM (highly E XTE RIOR 
sre resistant glue) gives multiple re-use; up to 12-15 are not 

unusual. For maximum re-use, specify RIOR PLYFORM 3 LY F (0) R bl 

(100% waterproof glue). For special architectural concrete use fir 

plywood with “A” face veneer or one of the new plastic-surfaced or 


hardboard faced fir plywoods identified by this Aun mnm- 

star and link industry hallmark of quality. Product uf the yond ides 
For further information write Douglas Fir Plywood Association, 
Tacoma 2, Washington. 


mois 


LOWELL ELEMENTARY SCHOOL 


LOCATION: Tacoma, Washington I NTERIOR 
ARCHITECTS: Lance, Muri & McGuire, Tacoma 


CONTRACTORS: Bonnell Construction Co., PLYFORM 


Tacoma 


New industrial floors made with SURCO have the durability 
of concrete fortified with the best hardener . . . plus resilience 
of quality hardwood flooring. Discomfort and fatigue often 
caused from walking or standing for long periods on ordi- 
nary concrete floors are drastically reduced when SURCO 


floors are installed. 


For restoration of old, pitted mill or warehouse floors 
SURCO has no equal. Such floors can be made like new by 
applying SURCO only 1⁄4 inch thick right over the old 


concrete. 


Terrazzo floors for executive offices, reception rooms, de- 
partment stores, lobbies, and washrooms are not only durable, 
resilient, and attractive, but are easy to apply. For new con- 
struction SURCO terrazzo can be applied without final 


finishing of the concrete, thus saving time and money. 


In resurfacing old terrazzo or concrete floors, SURCO’S 
setting time often reduces expensive losses incurred from 
closing off areas during application. The light weight of 
SURCO terrazzo floors, resulting from 14-36 inch applica- 
tion compared to the usual greater thickness, means that 


structural changes on or about the floor are unnecessary. 


Country Club 

The SURCO terrazzo shown here was put down over an old terrazzo 
floor which leaked, allowing moisture to seep into the room beneath. 
SURCO terrazzo was applied 4 to % inch thick providing a beautiful 
floor and at the same time completely eliminating all water seepage. 
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Floors are best 


For durability... for comfort... for beauty 


Textile Mill Spinning Room 


Prior to resurfacing with SURCO this floor was badly pitted. Al- 
though fortified with hardener the concrete had failed less than two 
years after it was poured. Application of SURCO over the old concrete 
has completely restored surface. There are no noticeable signs of wear 
after many months of constant, heavy traffic. Most important, ma- 
chinery and bins did not have to be moved during application. 


Executive Office 


This beautiful, resilient terrazzo floor was applied over an old con- 
crete floor completely transforming the room. Since SURCO terrazzo 
was applied 4 inch in depth, no structural changes were necessary. 
Department stores and commercial establishments have found that, in 
many cases, SURCO terrazzo can be applied without moving sales 
counters and show cases. Also aisles are open to traffic again much 
sooner than before. 


SURFACE COATINGS, INC. 110 Pear Street, S.E., Atlanta, Georgia 


A copy of our 
catalog will be 
sent upon request. 
Write today. 
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BUILT-UP SADDLES ELIMINATED 


Built-up saddles are eliminated in Steel Deck Roofs. 
Purlins can be set to create valleys at sump loca- 
tions in the drainage area. Steel Deck can be 
warped to conform, No additional deck plates are 
required—no cutting, fitting or bending necessary. 


SUMP RECESSES and SUMPS 
Mahon Roof Sump Recesses for use with 
Mahon Steel Deck can be furnished to fit ony 
roof pitch. Mahon Cast Iron Sumps can also 
be furnished for 4", 5", and 6” conductors. 
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for the Most Economical. Permanent 
Firesafe ROOF CONSTRUCTION ! 


Steel Deck is still the most economical, permanent roof material available 
today. No other type of roof construction can match the inherent 
advantages of Steel Deck . . . its light weight permits appreciable 
savings in the supporting structure . . . it can be quickly erected in 
any kind of weather, and, the fact that it can be insulated to any 
degree, to produce thermal properties for any temperature range, 
reduces total roof cost per sq. ft. to an absolute minimum in any 
given locality. Mahon Steel Deck is available in Galvanized Steel, 
Galvanized Enamel Coated Steel, or Enamel Coated Cold Rolled 
Steel. Stiffening ribs are vertical—no angular or horizontal surfaces 
where troublesome dust may accumulate. In the enamel coating process, 
the metal is chemically cleaned, phosphated, and treated with a 
chromic acid solution to provide paint bond, and the protective coating 
of synthetic enamel is baked on at 350° F. prior to roll-forming. 
These extra value Mahon features warrant your consideration. See 
Sweet's Files for complete information, or write for Catalog No. B-54-A. 


TRE R. & O22 9 0 & COMPANY 
Detroit 34, Michigan © Chicago 4, Ilinois Representatives in all Principal Cities 


Manufacturers of Steel Deck for Roofs, Partitions, and Permanent Concrete Floor Forms; Insulated Metal 
Walls of Aluminum, Stainless or Galvanized Steel; Insulated Metal Wall Panels; Rolling Steel 
Doors, Grilles, and Underwriters’ Labeled Rolling Stee! Doors and Fire Shutters. 


MUNICIPAL HOSPITAL CENTER, BRONX, NEW YORK 


BUILT BY DEPARTMENT OF PUBLIC WORKS, CITY OF NEW YORK 
FREDERICK H. ZURMUHLEN, P. E., R. A., COMMISSIONER 


GENERAL HOSPITAL, 
aff Quarters and 
Superintendents’ Houses, 

upper half of illustration 


TUBERCULOSIS 
HOSPITAL, 

(Service Buildings 

not shown) 

lower half of illustration 


POMERANCE & BREINES, architects + GUY B. PANERO, mechanical engineer + GERACE & CASTAGNA, 
general contractor +» JOSEPH F. ECAN, plumbing contractor, Tuberculosis Hospital + ASTROVE PLUMB- 
ING & HEATING CORP., plumbing contractor, General Hospital + CRANE CO., plumbing wholesaler 


MIRAGLE OF LONG RANGE PLANNING 


chairs and walls have handrails to aid walking. Each 
© On a rugged 60-acre site, previously unwanted for floor has its own dining room and many unusual 


other purposes, forward-looking medical and archi- features. In the General Hospital, the kitchens are 
tectural specialists are seeing their dream become located on alternate floors, with serving pantries on 
reality. They have done masterful planning, not only _nonkitchen floors. When planning so vast a project 
for the present but to create a giant center for teach- it is logical that all equipment shall measure up to 
ing and practice that will be adaptable to future years exacting standards. To have had its Flush Valves 
of health service and medical progress. Such plan- chosen for installation throughout these unusual 
ning resulted in many innovations. In the Tubercu- buildings is a source of pride to SLOAN and another 
losis Hospital all showers are equipped for wheel preference that explains why... 


sites PE E VALVES | 


are sold than all other makes combined 


SLOAN VALVE COMPANY + CHICAGO * ILLINOIS—— —— 
Another achievement in efficiency, endurance and econ- 
omy is the stoan Act-O-Matic SHOWER HEAD, which is 
automatically self-cleaning each time it is used! No clog- 
ging. No dripping. Architects specify, and Wholesalers 
and Master Plumbers recommend the Act-O-Matic—the 
better shower head for better bathing. 


Write for completely descriptive folder 
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Two Panes of Gloss 


Blanket of dry air 


<== Thermopane cuts air-conditioning 


Bondermetic (metol- 
to-glass) Seal* keeps 
air dry and clean 


People want economical heating and air con- 
ditioning. They also want the big window areas 
they’ve become accustomed to. Insulation without 
isolation. 

You can give it to them with the help of Thermo- 
pane* insulating glass. 

Architect Everett V. Welch of Dallas, Texas, 
used Thermopane in an air-conditioned house in 
Dallas (shown above). He says: This resulted in 
savings on both heating and air conditioning, 
first from the standpoint of initial cost and second, 
in operational cost.” 

And look at the size of those windows! Note, 
too, the shaded strip due to a sufficient overhang. 


Here’s what the National Warm Air Heating & 


MAIL THIS COUPON TODAY: —> 


INSULATING 


LOOK FOR THE NAME ON THE SEAL BETWEEN THE PANES 
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“Thermopane resulted in savings on both initial cost and operational 
cost of heating and air conditioning.” 


as well as heating costs 


Air Conditioning Association says: “Insulation 
and double glazing are desirable”. It goes on to say 
that this “may allow the use of the next smaller 
horsepower cooling unit with its corresponding 
saving in equipment and operating cost”. 

TO RECAP: Thermopane insulating glass reduces 
heat loss in winter, heat gain in summer. It is 
permanent insulation, just as the other insulation 
in the building is permanent. Nothing to put up 
and take down. No extra maintenance or washing, 
Thermopane is made to order for modern heating 
and air conditioning. And it is available in virtu- 


ally any type, style or size of window. 


Libbey-Owens:Ford Glass Company 
42103 Nicholas Bldg., Toledo 3, Ohio 


Please send immediately my free copy of “Glazing the Air-Conditioned 
Home", Also send complete information on types and sizes of Thermo- 


pane and the kinds of sash in which it is available. 


Nome____ =~ am 
Please Print 


Address. 


City — 
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The ONE most dependable detector for 
automatic fire alarm systems is DETECT-A-FIRE® 


=. i 


1. NO SCHOOL FIRE TRAGEDY CAN OCCUR HERE! With Fenwal 2. WHAT THE COST IN HUMAN LIFE MIGHT BE is much more important 
DETECT-A-FIRE® thermostats on the job an alarm is practically than the slight difference in cost between the very best in fire detec- 
instantaneous. No chances will be taken — DETECT-A-FIRE has tion and something less dependable. DETECT-A-FIRE offers the 
been specified throughout this new high school. Fire detection and best intrinsic value — is in use by all of the leading manufacturers of 
fire alarms will be in perfect, non-failing coordination. alarm and release systems. 


4. THE FREE BULLETINS ABOVE contain complete details on Fenwal 
DETECT-A-FIRE thermostats — the only units bringing you the 
benefits of Rate-Compensation Actuation, a new principle of fire de- 
tection. Fenwal engineers will gladly work with your system installer 


3. NO LAG, NO FALSE ALARMS. The instant the surrounding air 


temperature hits the dar int, DETECT-A-FIRE tł - x 4 x 
pe nE ae pan eae so that you will enjoy the advantages of full fire protection and long 


stats go into action immediately. And the protection is long-lived, ea it 
trouble-free and by all means the most economical. These hermeti- pee Sra ke Write Fenwal Incorporated, 258 Pleasant Street, 
Ashland, Mass. 


cally sealed, stainless steel detectors are resistant to corrosion. 


Listed by @: . . approved by <>. 


DETECT-A-FIRE’ 


Thermostats 
DYNAMIC, RATE-COMPENSATION ACTUATED FIRE DETECTORS 
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There’s a 


for every building 


For modest homes where you- Vos 
want a touch of quality at lowest cost 


edh P. & F. CORBIN Division 
eather: a The American Hardware Corporation 
i New Britain, Connecticut 


CORBIN ALSO OFFERS A COMPLETE LINE OF MORTISE LOCKS, - 
UNIT LOCKS AND FINISHING BUILDERS' HARDWARE = 
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AIR DIFFUS RS for acoustical block ceilings! 


Now Pyle-National Multi-Vent air diffusing panels, adapted for concealed installation in 
Celotex Acousti-Line ceilings, provide advantages heretofore possible only with metal pan. 


NEW SMUDGE-FREE OPERATION—Multi-Vent's low velocity air delivery 
eliminates the dirtying or discoloration of adjacent acoustical blocks, a costly 
maintenance problem with high velocity diffusion. 


NEW BEAUTY—O0vt-of-sight installation eliminates all protruding outlets and 
unsightly grilles. Permits complete freedom of interior design and decoration. 


NEW LOWER INSTALLATION COST—Multi-Vent units can be assembled, con- 
nected to the duct, and seated in the metal suspension panels in just a few 
seconds. No tools are required . . . no cutting of blocks necessary. 


matn nani 


The: gastnraiedl fics of Acouall> AND, MOST IMPORTANT OF ALL—Air distribution by Multi-Vent's gentle 
peti sea an panda a pressure displacement assures perfectly even air motion and exceptional 
aes A ip Aa arola rA uniformity and control of room temperatures. The total absence of strong air 
pipas seen tone ez aneer streams or blow eliminates all usual sources of draft complaints and permits 


between duct opening and 
AAM ARRAES complete freedom in relocating partitions. 


Note ready access to Multi-Vent 
unit for cleaning or valve adjust- 


ment. For complete information about Multi-Vent installations for all types of ceilings 
consult the Pyle-National Sales Engineer in your vicinity, or write direct. 


Vai AAS Pe BABES A Ree THE PYLE-NATIONAL COMPANY 


Soles and Engineering Representatives in Principal Cities of United States and Canada 1376 North Kostner Avenue $ Chicago 51, Illinois 


TURBO-GENERATORS * FLOODLIGHTS * PLUGS AND RECEPTACLES * CONDUIT FITTINGS 
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FOR DOUBLE—DUTY GYMS 


Takes only 
finger-tip 


control to raise > 
or lower. ra ; 
Note neat a x 


appearance of 
bleachers 


pore Ot these advantages 


= s 
BEATTY 


Completely {ii i | Ni. | R-0-L-L-W-A-Y 


portable, i 

identical free ANN : 

rolling units Pa | BLEACHERS 

for greater à 

variety of uses. 

WEXTRA COMFORT — The only folding bleacher 
with 24-inch back-to-back spacing... offers 25% 
more seating capacity. 

Wiess FLOOR SPACE NEEDED—Only 2’6” storage 
space required. Allows extra room for other 
uses. 

WEXTRA FLOOR PROTECTION — Total weight evenly 
distributed. Casters roll on plyboard panel 
to prevent marring of floors. Easy access for 

pa under-the-stand cleaning. 

Double fold aa O OAE: PSTURDIER CONSTRUCTION— Heavy duty I beams 

mr i | plus 2-inch structural douglas fir lumber mean 


mass seatin;; 
available up greater strength. 


to 24 rows in à PSMOOTHER OPERATION — Perfectly counter 

depth. Occupy ae. balanced so that one person can raise or lower 

only 4' 6" — aS a = bleacher. Minimum of moving parts. No haz- 

when folded. Bi d : ards to catch fingers. Can be locked in open 
or closed position. 


WOTMOST SAFETY_Every Beatty Rollway 
Bleacher rigidly inspected. Carries unqualified 


E approval of state safety authorities and in- 
i) ATTY surance underwriters. 

À A Y rotwa, 
S Tenas 


EDA See ri 


NATIONWIDE SERVICE 


phone or write nearest 


associateD BEATTY MANUFACTURER 


SPECIAL INSTALLATIONS — ANY NUMBER OF ROWS TO MEET ANY REQUIREMENTS 


BEATTY SAFWAY SCAFFOLD, INC. 


Tunnel Ave. & Bea! Rd., San Francisco 24, Californi: 
sa a2 eae FOLDING ROLLWAY BLEACHERS 
BLEACHERS & STAGES 
| Division. of Safway Steal Scaffolds, Inc. & STAGES 
| 57 E. Canfield, Detroit 1, Michigan 


| SNYDER TANK CORPORATION OUTDOOR PORTABLE GRANDSTANDS 


3373 Lake Shore Rd., P.O. Box 14, Buffalo 5, N. Y. 


| SNYDER TANK CORPORATION 


| 95 West St., P.O. Box 51, Galeton, Pennsylvania 
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Ask For Copy of These Catalogs 


-or see them in Sweets 


mr 


(ALUMINUM 
PROJECTED WINDOWS Op STEEL) 


LAEE 


PROJECTED RIBBON WINDOWS 
(ALUMINUM) 


r 


SAF-T-GARD 
WINDOWS (FOR MENTAL HOSPITALS) 


GUARD AND DETENTION WINDOWS 
(FOR CORRECTIONAL INSTITUTIONS) 
Fa Factory and Power Plants 
© Office Buildings ® Commercial Buildings 
© Monumental Buildings ® School Buildings 


© Hospitals and Sanitariums @ Prisons and 
Institutions. 


ervices also count- its always 


Steel or Aluminum Windows of 


Time-tested Design for Modern or 
Traditional Buildings of all Types 


Through 73 years of serving the construction industry Bayley has 
never been satisfied to build for quality alone. They also recognized 
the need for a fully cooperative relationship from the time of a 
building’s inception to its occupancy. With that sense of responsi- 
bility, they pioneered during those years many of the most worth- 
while developments in the design of metal windows. 


The objectives of Bayley Window design have always been to 
improve natural daylighting, vision and ventilation with an eding 
window, and to constantly develop products in harmony with ad- 
vancing architectural trends. 


The efficiency, quality and all-around economy of Bayley Win- 
dows — in either steel or aluminum — is evidenced by their use in 
outstanding buildings throughout the world. The nationwide Bayley 
Organization — through District Offices and local representatives — 
places on ready call a trained Window Engineer to work with you 
on any window requirement, from inception to completion of a 
project. Write or phone. 


See Bayley in Sweet's. Complete catalogs on aluminum windows, 
17 a/BA; steel windows, 17 b/ BAL; Saf-T-Gard Hospital Detention 


Window, 176/BAY. 
e/3 Years o 


a 


The William 


BAYLEY Company 


Springfield, Ohio 


District Springfield New York 17 


RELIABILITY 


P Sales Offices: Chicago 2 Washington 16 
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Architects and Engineers agree | 


NORMAN SCHOOLROOM HEATER 


Before you decide... here's a new low-cost 
way of heating you should know about. 


There’s just nothing to match it! Yes, the Norman School- 
room Heater provides you with a far superior heating 
system at a cost .. . lower than ever before. 

Here's the answer to real heating comfort in any 
schoolroom . . . not stale dry heat, but clean comfort- 
able gas heat that introduces refreshing warm air into 
your schoolroom. 

But that’s not all! The Norman Schoolroom Heater 
brings you all the advantages of a central heating and 
ventilating system . . . with Norman's exclusive, com- 
pact, space-saving design that really cuts installation 
costs. 

And what a pleasure to work with . . . so healthy and 
relaxing for students and children that you'll agree . . . 
it all adds up to better attendance . . . less absenteeism 
on cold winter days. 


products company 


* Copyright 1953 Norman Products Company 
1150 Chesapeake Avenue e Columbus 12, Ohio 


Manufacturers of a Complete Line of Gas 
Heating and Air Conditioning Equipment 
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it’s tops in its class. 


Preheated outside air mixes 
with room air as it posses through 
the Norman Schoolroom Hecter. 
Flow of air can be adjusted with 
a damper, so that no expensive 
ventilation system is needed... 
and piping is completely eliminated, 


Circulation of Warm Air elimi- 
nates “cold spots" in front of win- 
dows and prevents excessive drafts 
along floors. Room air is later 
drawn back through heater to mix 
with fresh outside air for continu- 
ous circulation of refreshing warm 
breezes. 


Take a lesson .. . from the Norman School Heater. Send 
for illustrated literature and get the complete facts on low- 
cost gas heating with the Norman Schoolroom Heater. Or 
write direct to your Norman Dealer for your copy. 


SOSH SSSHHSSEHHSEOOOOSES EOE OOO 
Norman Products Company s 
1150 Chesapeake Avenue, Columbus 12, Ohio 

Architects and Engineers: We invite your inquiries. 

Please send folder, “Norman Schoolroom Heater” 
Name. 
Title. 
School. 
Address. 
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Here’s a whole new line of modern architectural 
“tools” —the latest advancement in the field of light- 
gage steel construction. 

Each one of these new Fenestra* Metal Building 
Panels is a multi-purpose package—structural and 
finish material. Each is long-span, steel-strong and 


Fenestra’s New “D” Panels for Floor, 
Ceiling, Roof 

These rugged, rigid, long-span metal panels interlock 
quickly and easily to form subfloor, or combination 
ceiling and roof, They are easily arc welded to sup- 
porting structural steel. Wires, etc., can be run con- 
yeniently through the box beams. Pipes and ducts can 
go between cells. Panels are 24 inches wide, 11/2, 3, 41⁄2, 
6, 7% inches deep, up to 31 feet long. 


Add the new panel products, 
shown above, to this old, 
established family. Here is real 


latitude for architectural design. 


“C” Insulated Wall Panels. Width 16”. 


lightweight, saving time, money, labor and materials. 

Fenestra Engineers are ready to give you thor- 
oughly tested data on all of these products. Please 
call your local Fenestra Representative or write 
direct to the Detroit Steel Products Company, Dept. 
AF5-, 2296 East Grand Blvd., Detroit 11, Michigan. 


*Trademark 


Fenestra’s New “D” Panel 
Acoustical Ceiling 


These panels are available with the flat, smooth side 
of the box beams perforated and with sound insulatic2 
material inside the box beam. Placed flat side down, 
the panels interlock to give you a beautiful finished 
ceiling. It’s structural material and finished ceiling 
in one compact package. Fire-safe, maintenance-free. 
Same dimensions as “D” Panels for floors. 


Acoustical “AD” 


Announcing new additions 


to the money-saving family 
of Fenestra Building Panels 


Panels for ceiling-silencer-roof. 


| 
| 


Depth is 3”. Installed horizontally, or 
vertically. 


Width 16”. Depths to 7/2”. 
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New Fenestra-Nepco “D” Panel Electrifloor 
Here is almost unlimited electrical availability for the 
life of a building, Panel cells are 12” on center, a 27 
sq. inch duct area for the 3”-deep panel. This is ade- 
quate for all cables, including coaxial. And for a two- 
duct system, outlets can be spaced 6” apart. 


Fenestra’s New Fluted Wall Panels 
These 24"-wide insulated wall panels are available in 
galvanized steel, painted steel, aluminum or stainless 
steel—in lengths required by job conditions. The 
double 144"-deep hat sections have stiffening ribs for 
great strength and good architectural effect. Inter- 
locking, telescoping ends eliminate intermediate 
flashings. Insulated with 114"-thick glass fiber, for a 
better U value than a 16”-thick brick wall! Quickly 
installed inside-outside finished wall in one package. 


New Fenestra Econorib for Roofs 
Here is 18 and 20 gage, 114" deep roof deck with a 
full 42" rib base for purlin contact when you weld 
the deck down. 24 inches wide for economy of han- 
dling and for increased strength. This balanced design 
combines economy and strength to the “nth” degree, 


Fenestra’s New Uninsulated Siding 
An architecturally attractive, economical siding for 
use where high insulating value is not necessary. 
Available in 18 gage steel or 16 gage B&S aluminum. 
Quickly and easily installed. Fire-safe. 24 inches wide 
with 114"-deep hat sections. 
Be sure to see the Fenestra exhibit 
at the A.I.A. Convention in Seattle, June 16-19 


Fenestra 


METAL BUILDING PANELS 


Holorib Reinforcing Floor Forms. 18” 
wide—lengths up to 24’. Upturned 
pyramidal ribs reinforce concrete slab. 


Acoustical Holorib for acoustical- 
structural roof. Width 18”. 
Depth 112”. 


Holorib Roof Deck. 18” wide— 
depth 114 "—lengths up to 24’. 
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Advertisement 


MODERN GRADE SCHOOL equips cafeteria tor 


planned lunch program .. . food-keeping facilities by Frigidaire 


Pitcher Hill Grade School, North Syracuse, New York 


An outstanding example of functional grade school design is 
the recently completed Pitcher Hill Grade School, ideally situ- 
ated amid spacious, rolling lawns in North Syracuse, New York. 
Modern to the last detail, the school provides up-to-the-minute 


f 


ies throughout for its student body and faculty. 

As a case in point, the 
a roomy 44 cubic foot Frigidaire Reach-In Refrigerator that 
maintains the top nutritional value of the food it keeps, while 


'hool’s cafeteria is equipped with 


helping to make possible the smooth, fast service a school 
png 

lunchroom demands. 

Reach-Ins, models from 17 to 62 cu. ft., provide 


Frigidaire 
large, accessible food storage capacity in minimum floor space. 
Flowing Cold refrigeration gives uniform food protection. Long 
life, dependability and economy are assured by all-steel construc- 
tion, sealed Meter-Miser mechanism and all-porcelain interior. 

For further information on Frigidaire equipment suitable for 
schools, hospitals or institutions, call the Frigidaire Dealer, 
Distributor or Factory Branch that serves your area. See 


Frigidaire catalogs in Sweet's Files, or write Frigidaire Division 
Frigidaire 44 cu. ft. Reach-In Refrigerator, 3-door model RIL-44 of General Motors, Dayton 1, O. In Canada, Toronto 13, Ont. 


F R IG I DAI R E Refrigeration and Air Conditioning Products 


BUILT AND BACKED BY GENERAL MOTORS 


Reach-In Refrigerators + Display Cases + Air Conditioners 


Ice Cube Makers + Ice Cream Cabinets + Water Coolers 
Compressors + Beverage Coolers + Home Appliances 


28 THE MAGAZINE OF BUILDING 


Waterproofed 
BRIXMENT 


HELPS PREVENT g 
EFFLORESCENCE 


Efflorescence is caused by soluble salts 
which are present in almost all masonry 
materials. When reached by water, these 
salts dissolve and may be drawn, by evap- 
oration, to the surface of the wall. 


FIGURE 1 


B Keep both brick for a few weeks 
in a shallow pan of water, as shown. 
See the difference with waterproof- 


ed Brixment mortar! 


Brixment is permanently waterproofed, 
during manufacture, with the most effec- 
tive air-entraining waterproofing agent 
known. 


A To test Brixment and any other 
mortar for resistance to efflores- 
cence, “cap” two brick heavily with 
the mortars, and let harden. 


Waterproofed Brixment mortar checks the 
passage of water and keeps it from per- 
colating down through the wall, dissolving 
salts which may be in the masonry mate- 
rials, and carrying them to the surface. 


eee HHH HH 


In addition to reducing the possibility of 
efflorescence, Brixment mortar gives you 
two other practical benefits: 


Í HELPS PREVENT LEAKY WALLS 


Even under pressure, water cannot 
readily pass through Brixment mortar. 
Therefore, if the face brick are back- 
plastered with Brixment mortar, an ef- 
fective barrier is set up against the pas- 
sage of water to the inside of the wall. 


2 GREATLY INCREASES DURABILITY 


Water cannot readily penetrate Brix- 
ment mortar. This prevents the mortar 
from becoming saturated — therefore 
helps protect it from destructive action 
of freezing and thawing to which it is 
subjected many times each winter, 


Both these advantages of waterproofed 


Brixment mortar are fully described in 
other recent advertisements. Write for 
reprints. 


Louisville Cement Co., Louisville 2, Ky. 
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Prepare two slabs of mortor, one 
with Brixment and one with ordi- 
nary cement-and-lime mortar. After 
mortars have hardened, seal a 
lamp chimney to each of the mortar 
slabs, using wox or candle grease, 
and fill with water. 


After 24 hours, note how much 
water has gone into and through 
the non-waterproofed mortar, and 
how little water has gone into or 
through the Brixment mortar. 
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Looks inviting when new...stays inviting for life 


This entrance says “come-in” today. It will say 
the same thing years from today . . . and look 
just as handsome . . . because it’s made of 
Republic ENDURO Stainless Steel. 


Built-in beauty is one of the reasons why 
ENDURO stays so good looking . . . so long. It’s 
solid stainless steel . . . all the way through... 
with a distinctive permanent lustre that lasts. 
Its smooth surface is easy to clean . . . and keep 
clean. And that’s something clients like to know 


. + in advance. 


ENpuRo actually makes open designs like this 
possible. It allows you to use thinner, lighter 


See and Hear 


“THE STORY OF STAINLESS” 


Full-color, 16 mm sound film 
—27 minutes running time. 
Dramatic . . . historic... in- 
teresting. Available to quali- 
fled groups without charge. 
Requires 16 mm sound pro- 
Jector. Send name of organ- 
ization, type of projector, re- 
quested date to Ideal Pictures 
Corp.,Dept.T-4,65 E.S0. Water: 0 LI, 
or writeRepublic Steel, Dept. K. eland 1,0. 


sections without sacrificing strength or dura- 
bility. It’s easy to fabricate, too. And it’s so 
versatile that you can combine it with many 
other materials to obtain striking effects. 


Does ENDURO Stainless give you an idea? File 
it with your future plans now. Sweers will 
give you the details on this remarkable metal. 
For special help in developing your own ideas, 
write Republic. 


REPUBLIC STEEL CORPORATION 


Alloy Steel Division + Massillon, Ohio 
GENERAL OFFICES . CLEVELAND 1, OHIO 
Export Department: Chrysler Building, New York 17, N. Y. 


Other Republic Products include Carbon and Alloy Steels— Pipe, Sheets, Strip, Plates, Bars, Wire, Pig Iron, Bolts and Nuts, Tubing 
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Think of Spectators’ Comfort 


When Selecting Your 
Gymnasium Stands 


Universal Roll-A-Ways Provide 


More Leg Room Than Any Other 


When selecting or specifying gymnasium 
stands, it is quite natural for you to favor 
those which provide maximum seating in 
minimum space. But what about the 
spectators? Are you considering their 
comfort? Cramped seating facilities don't 
encourage big turn-outs for basketball 
games or other events. 


However, this need not be a problem. 
With Universal Roll-A-Way Stands you 
can meet all demands . . . for comfort as 
well as maximum seating in minimum 
space. 

Thanks to improved design and con- 
struction, Roll-A-Ways provide more leg 
room than any other leading stands. The 
extra distance from seat board to foot 
board (1814”) and the centered position 
of vertical filler board beneath the seat 
Permit every spectator to keep his feet and 


Leading Stands 


legs in normal position (illustrated at 
right). Continual comfort is assured. 

Universal Roll-A-Way Stands are engi- 
neered to individual specifications, fit any 
space, and afford perfect visibility. When 
not in use, they may be rolled back to the 
wall, opening approximately 70% more 
floor space for regular gymnasium activi- 
ties. They are ideal for large capacity or 
small; neat and attractive; exceptionally 
strong and safe. 

Investigate Universal Roll-A-Way 
Stands today. Write for catalog and list 
of installations. No obligation. 


ANOTHER PROMINENT UNIVERSITY 
SELECTS UNIVERSAL! Roll-A-Way Stands 


have just been installed in the large new 
gymnasium at Vanderbilt University, Nash- 
ville, Tenn. Another proof of preference! 


UNIVERSAL BLEACHER COMPANY 


606 SOUTH NEIL STREET 
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CHAMPAIGN, ILLINOIS 


Ç 


Notice the natural, comfortable position of 
this man while seated on Universal Roll-A- 
Way Stands. The extra distance from seat 
board to foot board and the centered vertical 
filler board mean maximum space per 
spectator. See detail drawing below. 
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ACOUSTICAL MATERIALS AT WORK 


CLIFTON CLUB, Lakewood, Ohio 


Architect: 
Charles Bacon Rowley 
and Associates, Inc. 


General Contractor: 
Cleveland Construction Company 


Acoustical Contractor: 
Airway Insulation Company 


Members eat in comfort and quiet under the ceiling of Travertone in the 
Club’s Dining Room. vertone not only absorbs the clattering noise of 
dishes and utensils, but adds distinctive beauty to the room as well. 


Quiet dignity dominates the decorating scheme in the distinguished Clifton Club. 
Furniture, carpets, draperies, and even the acoustical ceilings blend tastefully to pro- 
vide attractive, restful surroundings for the members. The beautiful ceilings of Arm- 
strong’s Travertone contribute to this atmosphere by absorbing disturbing noise, pro- 
moting comfortable quiet at all times. 

Selected for its handsome, dignified appearance, Travertone is a highly efficient, 
completely incombustible mineral wool tile. It is easily, economically maintained. 
Travertone’s fissured surface can be repainted when necessary. Installation is by ce- 
menting or mechanical suspension. 

There are many different acoustical materials in the Armstrong Line, and they offer 
a wide variety of product features to meet any sound-conditioning need. For full de- 
tails and a free estimate, call in your local Armstrong Acoustical Contractor, For your 
personal copy of the booklet, “How to Select an Acou Material,” write Armstrong 
Cork Company, 4210 Rooney Street, Lancaster, Pennsylvania. 


PERFORATED ASBESTOS BOARD 


High acoustical efficiency rather 
than dignified appearance was the 
requirement for the sound condi- 
tioning in the Informal Lounge. 
Here, low-cost Armstrong’s Cush- 
iontone, a perforated wood fiber 
tile, was chosen to do the job. 


ARRESTONE® # 


Armstrong’s Travertone over- 
head helps to isolate disturbing 
noise, keeps it from travelling 
through the large open stairwell 
into other parts of the building. 


ARMSTRONG’S ACOUSTICAL MATERIALS ERANEKIONE 


CUSHIONTONE® 
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More experts ponder '54 outlook 


> BLS Construction Chief Riley predicts construction volume 
near $34 billion next year but sees no drop in costs 


> AGC survey finds 49% of members expect drop in build- 
ing volume in next six months as competition grows 


This time a year ago, and for many months this year, 1953 was billed widely as the year 
for caution because business would probably experience a trying slide and readjustment. 

This month, when the President’s Council of Economic Advisors reported on business 
activity through the third quarter of the year, it found that incomes, and just about 
every other yardstick but government spending (down $2 billion), had soared higher than 
ever. At the end of 1952. the gross national product rate was $361 billion a year. It 
rose to $362 billion the first quarter of this year, jumped to $372 billion in the second 
quarter, and eased off to $371 billion in the third quarter. Even so, GNP stood $25 billion 
ahead of ’52’s third-quarter rate. And construction got its full share from the cornucopia: 
expenditures through September were 4.7% ahead of last year’s rate (p. 43) and would 


hit an all-time peak for the full year. 


More of the same. This month the tenor 
of 1954 predictions was reminiscent of pre- 
dictions a year ago. But construction sources 
usually agreed with Forum’s forecast last 
month: there will be a descent from this 
year’s pinnacle, but only a small one; 1954 
construction outlays will probably be the sec- 
ond biggest in history. 

Addressing the Producers’ Council annual 
convention in Pittsburgh last month, H. E. 
Riley, chief of the BLS construction statistics 
division, offered his personal opinion that 
1954 construction would be “slightly under 
$34 billion,” compared with Forum’s $33.3 
billion prediction. Riley saw no particular 
decline coming in construction costs. (The 
annual BLS—Commerce Department estimate 
for next year will not be made until next 
month, but the joint [revised] estimate for 
this year’s total volume is $34.6 billion.) 


Reduced optimism. The AGC last month 
surveyed its members’ market opinions for the 
coming six months. Heading into the winter 
season, their replies were not as overwhelm- 
ingly optimistic as in a similar survey last 
April. The contrast was greatest in the out- 
look for building. Contractors’ expectations 
for different types of construction: 
(% of replies) 

BUILDING CONSTRUCTION April Sept. 

Expect greater volume 54 21 

Expect same volume 24 

Expect less volume 22 
HEAVY CONSTRUCTION 

Expect greater volume 41 

Expect same volume 24 

Expect less volume 35 
HIGHWAY CONSTRUCTION 

Expect greater volume 62 

Expect same volume 24 

Expect less volume 14 24 


Fiercer competition. In the AGC survey, 
94% of the replies reported more intense 
competition, 5% no change, 1% less compe- 
tition. On bidding 82% said bid prices 
would go lower, 14% said they would remain 
stable, 4% said they would go higher. In 
the South, said the AGC report, competition 
has become “murderous.” 

Two public housing contracts illustrated 
the competition among contractors: in Los 
Angeles last month 13 bids (one each from 
Houston and New Orleans) came in on one 
project, seven on another. Low offers, $1,417 
and $1,370 per room, were 8 to 12% below 
the $1,553 average in 3,195 units now under 
construction. In Norfolk, Va. 15 bids came 
in for two sections of a project at low figures 
of $1,496 and $1,514 a room, also down about 
12 to 16% from low bids of $1,732 in March, 
$1,689 in 1950 and $1,819 in 1951. 


Stay out of debt. Realty Analyst Roy 
Wenzlick, father of the celebrated multicol- 
ored Wenzlick real estate charts, ventured a 
ten-year forecast on housing, construction and 
real estate this month for the Illinois State 
Chamber of Commerce. He still saw the day 
approaching when a prospective home owner 
can “buy an existing building for considera- 
bly less than the cost of constructing a new 
one.” New home building is apt to shrink 
considerably at that point, he observed. 

A cutback in construction of larger build- 
ings, particularly office structures, would not 
occur so soon, he added, “as it is a peculiar 
fact that this type of building is generally 
built in larger quantities at the tail end of a 
boom or even after the boom is practically 
over.” 

His advice to realty investors: sell off poor- 
er properties and use the proceeds to pay off 
the mortgages on better properties; avoid go- 
ing ino a deflationary period with large out- 
standing mortgage debt obligations. 


Defense Dept. junks sq. ft. limits; Adm. Jelley to head construction 


Military construction policies under De- 
fense Dept. reorganization took firmer shape. 
After two months of sizing things up in his 
new job as assistant secretary for properties 
and installations, Franklin G. Floete created 
three new divisions in his office, named men 
to run two of them. 


1. To head a construction division he ap- 
pointed the Navy’s ranking construction ex- 
pert, Rear Adm. Joseph F. Jelley, chief of 
the Bureau of Yards & Docks since Dec. 
49. Floete and Jelley promptly agreed 
to discard the most important work of 
Floete’s predecessor, Frank Creedon: square 
foot or per man cost limitations on barracks 
and other repetitive service structures. They 
explained such curbs sometimes might ham- 
per economy. If they must be bound by 
such cost formulae by Congressional mandate 
they would seek adjustments for different 
weather and building cost zones. 

2. To head a realty management division 
Floete appointed Ira D. Beynon, Lincoln, 
Neb. attorney. His work will include func- 
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tions formerly handled by the defunct Armed 
Services Housing Agency. He will super- 
vise renting and purchasing policies. 


3. Floete said he was shocked to discover 
that none of the service agencies could pro- 
duce figures on the cost of maintaining their 
$165 billion plant. Maintenance, particularly 
on temporary buildings, can soar to fantastic 


DIVISION CHIEFS ira D. Beynon (1) and Rear 
Adm. Joseph F. Jelley (c) confer with Defense 
Dept. building boss Franklin G. Floete. 


rates. A maintenance and building opera- 
tions division will be created to tackle this 


problem as soon as a director is picked. 


The biggest job for Jelley’s construction 
division, it appeared, will be launching the 
new naval and air base program in Spain. 
Supervision of this $200 million project was 
assigned to the Navy’s Yards & Docks, where 
Rear Adm. John R. Perry, now in charge 
of Y&D’s Pacific and Alaskan division, 
would succeed Jelley. Y&D apparently got 
the nod because most of the work will be 
naval bases. Some observers interpreted Navy 
direction as a slap at the Army Engineers be- 
cause of the fumbling at Moroccan bases. 

Architectural and engineering contract for 
the Spanish program was awarded jointly to: 
Pereira & Luckman, Los Angeles; Shaw- 
Metz & Dolio, Chicago; F. R. Harris Co., 
New York; and Metcalf & Eddy, Boston. The 
primary construction contract is not expected 
to be awarded before January, and efforts will 
be made to subcontract as much work as pos- 
sible to local Spanish firms. 
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Don Ultang 


KEOKUK GOES MODERN: Senior high school and community college students at Keokuk, lowa went 
back to classes last month in an extraordinarily handsome new $1.5 million plant designed by 
Architects Perkins & Will of Chicago, The four-story main building, shown here, has side gal- 
Corridors are cantilevered from the central skeleton 
Cost was about $14 per sq. ft. 


lery corridors reminiscent of a steamboat. 
of reinforced concrete. 


Could homebuilders trim 
costs in school building? 


Biggest problem facing school building, as 
educators see it, is how to erect $10.7 billion 
worth of schools for only $5.8 billion. The 
higher figure, says the U.S. Office of Educa- 
tion, is what it would cost to bring the na- 
tion’s schools up to par. About half of it would 
relieve today’s overcrowding; half would re- 
place obsolete classrooms. The lower figure 
is what communities could raise by stretching 
their resources to the limit. Moreover, enroll- 
ments are still zooming. The National Educa- 
tion Association now thinks the peak elemen- 
tary school load will not arrive until 1959-60. 
The all-time high in college attendance is 
expected in 1964-70. 

In the resulting push to cut school building 
costs, a few schoolmen were turning to an 
unexpected source: homebuilders. One Wash- 
ington economist, Donald J. O’Connor, made 
headlines this month with a suggestion that 
elimination of structural steel beams, use of 
mass-produced homebuilding materials and 
single-story construction would cut the aver- 
age cost of a school room from $40,000 to 
about $10,000. “We don’t want to chisel on 
our kids,” said O’Connor in advocating one- 
story, house-type structures for teaching, “but 
we shouldn't be taken for a ride on costs. A 
$40,000 classroom is a ride.” 

In booming Bucks County, Pa. when the 
Bristol Township school board found it could 
not afford $2 million to build the schools it 
had planned to serve the new Levittown, 
Builder William J. Levitt offered to form a 
nonprofit corporation, build two 20-classroom 
schools for $800,000 each and lease them to 
the board for 20 years at $40,000 annually. 
After that, the schools would revert to the 
township. Local officials accepted Levitt’s 
idea enthusiastically. And near month’s end 
Dr. Francis B. Haas, state superintendent of 
public instruction, added his preliminary ap- 
proval to the lease idea. Under Pennsylvania 
law, the state department of public instruc- 
tion must approve all school plans to qualify 
local communities for 50% reimbursement of 
the cost. Levitt hoped to find a mortgage 
investor for the schools; if not, he told 
schoolmen he would put up the construction 
money himself. 


Chicago school costs hit; 
private architect named 


Chicago public schools, said the Sun-Times 
in a critical series of articles in August, not 
only are viewed as “stodgy from the design 
standpoint” by private architects, but also 
cost more than comparable parochial schools 
in Chicago or public schools in the suburbs 
and in St. Louis and Milwaukee. Average 
cubic-foot cost of Chicago public schools this 
year: $1.39 (range: $1.28 to $1.53). Parochial 
schools cost 75¢ to $1.28 per cu. ft. Suggested 
remedy: let private architects design schools 


SIDELIGHTS 


instead of the board of education's staff. 
This month, the board of education heeded 
the advice, prepared to hire Perkins & Will 
to design a $3 million elementary and high 
school. Moreover, the private architects will 
let bids and supervise construction — jobs 
formerly done by the board's staffers. 


British school to be built 
with 2” plastic wall panels 


Lumber-shy Britain usually builds with brick 
or concrete. This month, an Edinburgh court 
approved construction of a $280,000 school 
with load-bearing walls of a plastic made 
from compressed, resin-impregnated paper. 
Architects George L. Walls and George P. 
Duncan expected speedier erection and re- 
duced maintenance to offset the initial high 
cost of the material. It comes in 4’ x 8’ panels 
2” thick, with doors and window frames 
factory-installed. The panels are fastened to- 
gether with aluminum alloy stanchions. Glass 
or wood will provide insulation between inner 
and outer panels, which the architects called 
nonflammable and impervious to water and 
vermin. 

Said Walls: “It is not possible to say at 
present whether there is any saving over con- 
ventional methods of construction, apart from 
time, because we do not know yet how long 
the building will take.” 


Foreign buildings shake-up 


State Dept.’s Foreign Buildings Office is due 
for a shake-up. Its able boss, Leland W. King, 
now on a European inspection trip, will be 
kicked upstairs into an advisory job. State 
Dept. brass say King and his predecessor, 
Frederick Larkin, ran the office as a “one- 
man show.” They would have more commit- 
tee meetings, procedures, analyses before 
building, and perhaps would offer US plans to 
local officialdom abroad for approval before 
construction—all procedures which architects 
know tend to produce mediocrity instead of 
good design. Masterminding the shake-up is 
Edward T. Wailes, deputy undersecretary of 
state, a 24-year veteran with the department. 
Advising him is New York Builder Nelson 
Kenworthy. While they study, State Dept. 
foreign building not already under contract 
is being held up—for more study, says 
Wailes. ATA may be asked to form a panel to 
advise on the program. Some topflight design 
men intimately connected with the foreign 
buildings program privately call King’s oust- 
er a “dirty trick.” Ironically, an exhibit of 
the work King did was attracting favorable 
attention this month at Manhattan’s Museum 
of Modern Art, along with expressions of sur- 
prise that such cleanly styled architecture 
could be for the government. 


Tax aid for bomb shelters 
The Office of Defense Mobilization awarded 
its first 100% rapid tax write-off certificate 
for protective construction. A $550,000 allow- 


ance was given the Cincinnati Milling Ma- 
chine Corp. in Cincinnati to cover building 
two bomb shelters at its home plant. 


Another code barrier falls 


The tortuous renovation of US building codes 
gained another inch: Minneapolis junked its 
archaic building code requirement of 8” ma- 
sonry walls—whether load bearing or not— 
on all structures over one story except houses. 
A code amendment adopted Oct. 16 permits 
noncombustible panels separated by 114” of 
fireproof insulation. 


BRAB to scan Navy tempos 


To learn from past mistakes, the Navy 
Bureau of Yards & Docks has asked Build- 
ing Research Advisory Board to review its 
World War II temporary construction pro- 
gram. Navy wants to know whether cost 
and time saved by makeshift building is 
offset by costlier maintenance. 


Atomic power: a new horizon 


The Atomic Energy Commission’s announce- 
ment that it will build a reactor to produce 
more than 60,000 kw of electric energy opened 
a new horizon for construction this month. 
Westinghouse Electric Corp. was picked to 
build what will become the first civilian 
atomic power plant. Although General Elec- 
tric’s proposal to put up a dual-purpose reac- 
tor for both plutonium and power was thus 
sidetracked for the moment, AEC Commis- 
sioner Thomas E. Murray indicated more 
atomic power plant jobs are in the offing. 
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NAHO-HHFA CHIEFTAINS: Oliver C. 
Winston (1), new president of NAHO, 


greets HHFAdministrator Albert M. speakers at a NAHO lunch: (I to r) FHA 
Cole. Architect Winston, 48, is execu- Commissioner Charles E. Slusser; Luncheon 
tive director of Baltimore's housing Chairman Ramsey Findlater; James W. 


authority. Follin, 


DEPUTY CHIEFS for 
HHFA’s main sub-agencies were principal 


HHFA’s redevelopment director, 


NAHO and two of 


HHFA chiefs woo public housers 


> At NAHO meeting, Cole says he wants to make Housi 


Act of 1949 “work”; most cities need US subsidy 


> Commissioner Slusser says he will “fight” for program, 
would like it to provide single-family houses 


Was hate turning into love? At the annual convention of the National Association of 
Housing Officials in Milwaukee this month HHF Administrator Albert M. Cole and PHA 
Commissioner Charles E. Slusser gave public housing a bold embrace on behalf of the 
Republican administration. Said Cole, wooing the New Deal’s beguiling housing widow: 


>“There is no intention on our part of cur- 
tailing federal help under the authorities 
given us... . I did not oppose the public 
housing section of the 1949 Act because I 
object in principle to any kind of program 
of federal assistance for decent housing for 
low-income families. I think we should have 
an effective program in this particular area 


of housing need. 


b “I thought [the public housing section] was 
defective. . . . I think it should be vestudied 
and changed to whatever degree is needed to 
remove [the] defects, and . . . make it work. 
>“Decent homes have to he provided for 
slum dwellers, If those families cannot af- 
ford such homes on the private market, then 
a program is necessary that will enable them 
to be housed decently. . . . I do not see how 
in most cities housing for such families can 
be provided in sufficient quantity without 
some subsidy aid from the government.” 


At a press conference, Cole gave as his 


own the public hous definition of “low- 


“families unable to obtain 
good housing by reason of their low income.” 
He confirmed that 


income fam 
administration policy 
makers are studying what job-making role 
public housing could play during recession. 
Slusser 


No liquidation. Commissioner 


was just as ardent. ‘I am dedi- 
cated to the original concept of the 1949 


Act . . . ‘of using the funds and credit of 


Said he: 
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the United States... 
and unsanitary housing conditions injurious 
. the citizens of the Nation’. ... I would 
. The 


to remedy the unsafe 


tOo 


like to get one message over to you. .. 


aginative design” cited in award. 
gomery & Robert Bishop; Matthew Ehrlich & Ezekiel Levinson; 
John W. Wright, Robert Gilfillan, Allen Berkowitz. 


NAHO’S AWARD for distinguished achievement and community 
service among cities over 500,000 population went to Philadelphia’s 
HA. The Liddonfield row house project (above) exemplifies “‘im- 


Architects: Newcomb Mont- 


late Bob Taft did not recommend me for 
this job and President Eisenhower did not 
appoint me for the purpose of liquidating 
the low-rent public housing program. 

t for it—not for its 
mistakes, not for its apologists, but for the 


“I am going to fig 
great good that it has done—the great good 
that it will do—and for the people who so 
greatly need it.” 

At a press conference, Slusser elaborated 
his view of public housing mistakes. The 


worst: overprogramming that has caused va- 


cancies in some localities (which he refused to 


identify), high-handed action by some local 
housing authorities in jammed-through pro- 
d for the views 
(i.e, politicking). 


grams without adequate r 


of other local interests 


Detached houses? Former real 
man Slusser said he discounted NAREB and 
NAHB attacks on public housing as “propa- 


estate 


Paget—St. Louis 


jefe o 


St. Louis election revives $20 million redevelopment plan 


Last March, a $1.5 million bond issue that would 
pave the way for a $20 million urban redevelop- 
ment project (model above) failed to win the 
needed two-thirds vote at a special election in 
St. Louis, 
partisan drive that enlisted AFL and ClO sup- 
port, the bond issue carried at a second election. 


Last month, after an intensive non- 


The money will buy and clear three downtown 
slum blocks for a park and parkway development 


(background). With assurance that these blocks 
will be rebuilt, the city’s Land Clearance Au- 
thority revived plans for a federally assisted 
Title | redevelopment project for the adjoining 
five and one-half blighted blocks (foreground). 
This would provide 1,350 apartments in seven 
privately built, 12-story buildings designed by 
Hellmuth, Yamasaki & Leinweber, and Harris 
Armstrong, associated architects, 
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Flexwood is manufactured and 
marketed jointly by United States 
Plywood Corporation and 

The Menge! Company. 


Flexwood is made by slicing the 
finest, rarest woods so thin that 
there are more pieces out of each 
section of log. Therefore you can 
match grains over a larger area. 
And because it is flexible, you can 
wrap Flexwood around even the 
thinnest columns or sharpest curved 
walls—on any firm, dry backing— 
to create superb, original decora- 
tive effects. Flexwood meets any 
fire code requirement — can be in- 
stalled over a week-end if neces- 
sary! Over 25,000,000 feet have 
been sold. Learn all of Flexwood’s 
remarkable advantages by mailing 


the coupon now. 


Choice w00d in Flexible sheets 


Reg. U S. Pot: Off 


gure you can Match grains 
all around the room! 
Use FLEXWOO? 
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United States Plywood Corporation Dept. FW-65 
55 West 44th Street, New York 36, N. Y. 
In Canada: Paul Collet & Co., Ltd., Montreal 


Please send Flexwood sample and full-color fact ; 
file. 
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ganda,” but he added that public housers 
also are guilty of “overemphasis.” 

One experiment Slusser is “thinking 
strongly” about: to bring the architects and 
builders of some locality together to see if 
they could design and erect single-family 
public housing homes that would blend per- 
fectly into the rest of the community. He 
said he was inspired to attempt this after 
seeing some good two-bedroom houses cost- 
ing $7,000 to $7,500. 


‘Clear but mistakable.’ Public housers 
were uncertain how to accept Cole’s and 
Slusser’s advances, or what Chicago’s Sun- 
Times last month called Cole’s “conversion” 
to public housing, 

President Ira S. Robbins of the National 
Housing Conference, public housing’s chief 
lobby group, gave NAHO his estimate the 
next day. Cole, said Robbins, had spoken 
“in clear, but mistakable terms.” Robbins 
insisted there must be some hidden “gim- 
mick” behind Cole’s surface affection. Cole 
demanded greater “local” approval and sup- 
port for public housing, Robbins noted, and 
perhaps the “gimmick” would emerge as 
mandatory local referenda or dollar-for-dol- 
lar federal subsidy matching by each locality 
for any further projects—both likely to block 
or cripple prospective programs. Said Rob- 
bins: “Now that [Cole’s] ‘shirt-sleeve con- 
[to seek ideas on federal housing 
policies] are over, it’s time to get into our 
‘shorts and gloves’ and really start fighting.” 

Incoming NAHO President Oliver C. 
Winston of Baltimore typified those more 
inclined to accept Cole at face value. 
Reasoning: there is no point in fighting the 
administration before it discloses its housing 
recommendations to Congress; if the admin- 
istration is going to urge more public hous- 
ing than Congress is likely to vote for, public 
housers would only defeat their own aims by 
fighting the administration. 


feren 


Title I changes? Cole told newsmen he 
favored an “expanded, aggressive” Title I 
urban redevelopment program, with its great- 
est emphasis remaining for the present on 
housing, rather than nonresidential improve- 
But at a NAHO luncheon, James W. 
Follin, HHFA’s new slum clearance and 
urban redevelopment director, said he hoped 
“that without any lessening of our concern 
about housing” the program eventually can 
be freed of its pervasive link to housing. 

Norfolk Builder Ralph E. Bush gave an 
urban redevelopment session one pointed rea- 
son why homebuilders should support the 
Title I program: half the residents in the 
Area B Washington, D.C. site for which he 
was awarded a redevelopment contract have 
incomes above public housing limits, and will 
thus become new home or apartment pros- 
pects as soon as they have to move. 


ments. 


The convention approved changing NAHO’s 
name to the National Association of Housing 
and Redevelopment Officials. It will become 
NAHRO as soon as the formality of a mail 
ballot vote is completed. 
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URIS BROTHERS’ PENN CENTER BLOCK UNDER EARLY PLAN FOR TWIN OFFICE BUILDINGS 


Citizen advisors criticize 
slab design for Penn Center 


New York’s Uris Bros. were elevated to an- 
gelic status in Philadelphia last May, when 
they leased a block in the Penn Center re- 
development project, announced they would 
erect two buildings, the first a 20-story office 
structure (AF, Sept. 53, News). This month 
their halo was knocked askew when a pre- 
liminary sketch showing the structure (above 
right) was displayed. Members of the Penn 
Center citizens advisory committee called it 
“dull and unimaginative.” 


Said Committee Chairman Arthur C. Kauf- 
mann, executive head of Gimbel’s: “If this is 
just going to be an ordinary development, I 
don’t want to be connected with it. It’s just 
another office building. I feel considerably let 
down.” Another member, Architect Louis I. 
Kahn, was heard to say that an architectural 
student presenting such a plan could expect 
to be marked “zero,” 

Realtor Robert W. Dowling, the Pennsyl- 
vania Railroad’s consultant for Penn Center, 
admitted the building as sketched by Emery 
Roth & Sons (ground breaking scheduled 
Nov. 23) drew only “pretty faint praise.” 
But he said the plans were not final. “We 
can still change the over-all profile,” he said. 
Architect George M. Howe, chairman of the 
design board for the development, suggested 
that some way might be found to integrate 
the “lower part of the inner wall with the 
esplanade to keep it from looking like a cliff.” 
In New York, the Urises agreed that ground- 
floor features of the office building and the 
concourse treatment for the entire block were 
only tentative. 

Further complicating the scene was the 
fact that the Sheraton Corp. has announced 
that its staff architects headed by Mrs. Mary 
Kennedy will design a 30-story hotel to oc- 
cupy the site of the office building illustrated 
on the left. 

For Reyburn Plaza, a small park adjoining 
both Penn Center and City Hall, a skyscraper 
municipal building was proposed this month. 


Philadelphia Realtor Frank G. Binswanger 
said unidentified Philadelphia and New York 
interests were ready to pay the city $6 mil- 
lion for the park, erect a $25 to $30 million 
building and large underground garage on a 
lease-purchase arrangement so the property 
would revert to the city in 25 to 30 years. 

Binswanger suggested the city could use 
the $6 million cash it would receive for Rey- 
burn Plaza for repairing and rehabilitating 
the present City Hall. 


Smog is blamed for a death 
and LA goes into a flap 


Is smoke more than just another form of 
urban blight? Los Angeles doctors have long 
been convinced that their city’s tear-jerking 
smogs actually shorten the lives of patients 
suffering from heart or lung ailments. But 
not until this month did one of them say so 
on a death certificate. Dr. John V. Barrow, 
a former president of the county medical as- 
sociation, recorded that Mrs. Gertrude Call, 
69, died of a heart attack “due to heat and 
smog.” A patient suffering, as she was, from 
damage to the heart muscle, needs lots of 
fresh air, said Dr. Barrow, but “in this case it 
would have made the condition worse to open 
the window.” 

Barrow was deliberately trying to raise 
a fuss in the hope it would speed Los 
Angeles’ fumbling efforts to do something 
about smog. He got the rumpus he wanted. 
Mayor Norris Poulson asked the state to take 
over smog fighting from the county, which 
spends $500,000 a year on the program but, 
in the opinion of the League of California 
Cities’ local division, has been “ineffective” 
in combating smog and has “no satisfactory 
program” to eliminate it soon. Chief cause 
of Los Angeles’ smogs, say air-pollution de- 
tectives, is gasoline. Some 900 tons a day of 
unburned fuel are spewed in the air by Los 
Angeles’ 2 million autos. Another 500 tons of 
vapor come from oil refineries, 120 tons more 
from bulk storage tanks and 120 tons from 
evaporation as gasoline is pumped into service 
station and automobile tanks. 
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A 
INDUSTRIAL OIL BURNER 


IS THE SOLUTION 


HERE'S WHAT YOU NEED 


You need to CUT STEAM COSTS 

A Petro industrial oil burner will do it! 
The Petro burner is designed to burn 
low-cost heavy fuel oil with high effi- 
ciency and complete reliability. Saves 
money year after year. 

You need to CUT LABOR COSTS 
A Petro oil burner will do that, too! 
Completely automatic, it regulates 
itself without constant attention; frees 
attendants for other duties. 


You need to MEET FLUCTUATING 
STEAM DEMANDS 

A Petro industrial oil burner does just 
that! The fire can be modulated to meet 
the most extreme requirements of vary- 
ing steam loads. 

You need to do all this AT LOW COST without 
replacing your present boiler equipment. 


INDUSTRIAL AND COMMERCIAL 
IL, GAS AND COMBINATION OIL-GAS 
BURNERS, RESIDENTIAL OIL BURNERS, 


Petro industrial oil burners and combination oil-gas 
burners are your best buy! They operate with high 
efficiency in practically every type of boiler. 

Petro oil burners have world-wide acceptance. Their 
dependability is traditional. They are recommended by 
leading heating contractors everywhere. Fifty years in 
oil firing gives the Petro organization an exceptional 
degree of engineering experience and practical “know 
how.” 

Petro’s outstanding ability to burn heavy, low-cost 
oils with maximum efficiency has reduced fuel costs 
in thousands of plants and buildings. 

sowang See Petro section in Sweet’s Archi- 

iS) tectural File, or write for catalog and 

specifications to Petro, 3202 W. 106th 
St., Cleveland 11, Ohio. 
e write for copy 


50 Years of Leadership in Automatic Heating 


and Power Equipment 0 


T, M. REG. U. $. PAT. OFF. 


3202 W. 106th St., Cleveland 11, Ohio 


OIL AND GAS FURNACES AND BOILERS. In Canada: 2231 Bloor St., West, Toronto, Ontario 
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Does the attack on urban blight get at its causes? 


> Economist Miles Colean, in a new book, underscores the 
danger that only symptoms will be treated 


> Roots of city decay lie in bad government, unfair taxing 
methods, traffic and slum profits, he says 


In the nation’s growing attack on urban blight, thinks Economist-Architect Miles L. Colean, 
there is a serious danger that action will be aimed at symptoms instead of causes. This 
month, in a book written for the Twentieth Century Fund (Renewing Our Cities, 181 pp., 
$2.50), Colean points out the all-important difference between the two with scholarly 
insight. He also offers a sweeping analysis of how to cope with the entire problem of 
saving the urban centers which represent more than a quarter of the Nation's $830 billion 


assets. 

Warns Colean: “Decay and stagnation are 
evidences of deep-seated maladjustments in 
urban organization and development. They 
are not the maladjustments themselves. Ef- 
forts simply to repair or to tear down de- 
teriorated structures and build new ones with- 
out seeking out and mastering the underlying 
troubles are likely to be both costly and fruit- 
less.” 

The overriding need, thinks Colean, is for 
agreement on “what our cities should be.” 
Today’s confusion over objectives (new towns 
vs. urban sprawl, low buildings vs. skyscrap- 
ers, suburban centers vs. downtown shopping) 
tugs cities hither and thither instead of in any 
one direction. Moreover, mobile Americans, 
like the Indians they supplanted, find it easier 
to abandon a befouled camp than to clean it 
up. “A good physical cleanup,” says Colean, is 
one of the best ways to “awaken a commu- 
nity’s faith in itself” for rebuilding. Rede- 
velopment in Pittsburgh and St. Louis, for in- 
stance, “appears to date from the beginning 
of effective smoke control.” 


Two problems, not one. But though 
slum cleaning (i.e., rehabilitation) can trig- 
ger renewal of cities, slum cleaning and re- 
newal are two problems, not one, as Colean 
sees it. Says he: “We are not likely to make 
real progress with either . . . if the present 
confusion exists.” A city area is ripe for re- 
newal, Colean holds, if there is no demand 
for it as is and conversion would be un- 


economic, or if it has grown so obsolete or 
deteriorated that it is uneconomic to repair it 
to today’s standards. A slum, on the other 
hand, involves structures “so overcrowded and 
so carelessly kept that [they] menace health 
and safety.” Moreover, warns Colean, while 
renewing cities hinges chiefly on economic 
questions, slums are “basically a problem of 
attitudes and behavior of people and of in- 
difference of the community to neglect and 
victimization of the underprivileged.” 

Slum cleaning (such as the Baltimore 
Plan) is a vital part of any serious effort to 
end slums, Colean points out. Reason: it 
helps destroy one cause of slums—their vast 
profitability. For the poverty-stricken slum 
owner-occupant, Colean advocates philan- 
thropic aid to finance needed repairs (like 
Baltimore’s Fight Blight fund). For the non- 
resident owner, he has no sympathy: “The 
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plea, frequently heard, that tenants are un- 
able to pay sufficient to warrant safe and sani- 
tary maintenance, is without merit. In the first 


Watter Bennett place, it is unreasonable 


to expect to recoup in a 
short period the cost of 
long years of neglect. 
Second, if tenants are 
not forthcoming to pay 
rents reasonably re- 
quired to maintain the 
property decently, then 
either the property is 
not worth an economic 
return (and should be 


COLEAN 
taken off the market), or prospective tenants 


are too poor to pay an economic rent—a situ- 
ation that calls for family relief and should 
be treated as such and not made the excuse 
for further neglect.” 


Demolishing roadblocks. Coping with 
the far broader, more complex problem of re- 
newing cities is largely a matter of removing 
the roadblocks inhibiting rebuilding, says 
Colean, These cover the gamut of bad muni- 
cipal housekeeping, preoccupation of state 
legislatures with farm problems, and federal 
legislation (Title I) which props up land 
values that depend on illegal or antisocial 
uses. 

Colean calls traffic the No. 1 proklem. He 
recommends it as a place to start renewing 
cities because solving traffic problems leads 
to total city planning and even beyond to 
recognition of “the need for some method of 
integrating the physical structure and politi- 
cal functions of the metropolitan area.” He 
warns: “Citizens of parasite suburbs should 
be convinced that their efforts to establish 
self-protected residential refuges cannot suc- 
ceed indefinitely; sooner or later the cost of 
providing alone the services they want will 
exceed the resources of even the richest of 
them. . . . The problems of crime and poverty 
in one place must be seen as a problem to all, 
as are the problems of smoke, slums, traffic 
and highways, water supply and sewerage, 
health and education, race and segregation.” 

One of the unfortunate aspects of the na- 
tion’s still-fumbling efforts to renew its cities, 
thinks Colean, is that Title I redevelopment 
focuses on specific clearance projects instead 


of addressing itself to the “over-all aspects” of 
the problem. One result is that land prices are 
too high, because most redevelopment projects 
lie on land where 1) landlords have packed 
in tenants and 2) cities have not acted to 
make such crowding “expensive by rigorous 
law enforcement.” Warns Colean: “The 
granting of subsidies does nothing to bring 
these unsocial values down. On the contrary, 
the very offering of subsidies tends to en- 
courage hold-outs against the redeveloper.” 
For 15 projects where calculations could be 
made a year ago, reports Colean, the average 
federal subsidy was running close to $80,000 
an acre, on the basis of resale to redevelopers 
at 50 to 85% of the purchase price. Says he: 
“When land is worth so much less than the 
price that has been paid for it, there is, eco- 
nomically speaking, something wrong with the 
. . The answer would be to end 
the indulgence and immunities granted to own- 
ers of neglected and deteriorated property 
and to blast the hope that holding out can be 
advantageous.” In no other undertaking, notes 
Colean, it necessary to subsidize the of- 
fender in order to eliminate the offense.” 


transaction. . 


Aid to investment. If private capital is 
ever to finance renewing US cities (and Co- 
lean plainly does not think any government 
can afford to do it), equity investment in 
downtown rental housing will have to be made 
far more attractive than it is today. Colean 
notes that an insurance company can invest in 
utility bonds in 45 min., but that putting an 
equal sum into real estate takes about two 
years, largely because of government red 
tape. Moreover, the political threats of rent 
control and discriminatory taxation discourage 
investment. Colean suggests: 1) changes in 
federal tax laws to give equity investors a bet- 
ter break, 2) changes in local tax structures 
to ease the load borne by real estate, 3) 
regional land-planning which prevents undue 
competition inside a single metropolitan area 
for the same uses, 4) building code overhauls, 
5) making cleared areas available on a lease 
basis (with option to buy later), and 6) faster 
methods to assemble land in blighted areas 
for redevelopers. 

Colean’s study touches only briefly on the 
trickiest part of urban renewal: redevelop- 
ment often disperses racial ghettos, hence is 
covertly opposed because of racial prejudice. 
Colean lists ending racial ghettos among his 
fundamentals of a “consistent, long-range, 
continuous drive for urban renewal.” 

For renewing cities, says Colean, there are 
“no ready-made formulas that will assure a 
spontaneous process.” Subsidy will not solve 
the problem alone, although some may be 
needed. His formula: “unremitting action 
along many fronts—municipal housekeeping, 
physical and financial planning, political re- 
organization, public improvements.” 


Industry’s adviser. Unremitting action 
along many fronts is a familiar formula for 
Miles Lanier Colean. In a sense, it has been 
the story of his career. His contributions to 
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DESIGNED IN CONCRETE—to Resist Lateral Forces 


HEREVER EARTHQUAKES, hurricanes or torna- 
W aves are known to occur periodically it always 
has been necessary to design structures to resist 
these powerful lateral forces. Now, confronted with 
the possibility of atomic blasts, it has become even 
more necessary to incorporate resistance in struc- 


tures to destructive lateral forces. 


The most logical and economical way to do this is 
to use reinforced concrete frames, floors and walls. 
Such construction is inherently resistant to lateral 
forces because it is continuous and integrates all 
structural parts. This construction eliminates any 
need for special members to provide resistance to 
these forces and makes for marked economy in the 


cost of buildings exposed to strong lateral forces. 


An excellent example of such design and construc- 
tion is the apartment building shown above. It is the 
10401 Wilshire Boulevard Building in Los Angeles, 
designed by Architect Martin Stern, Jr. R. R. Brad- 
shaw was the structural engineer. Both are from Los 
Angeles. Inasmuch as Los Angeles building ordinances 
require provision for resistance to seismic forces re- 
inforced concrete construction was a logical choice. 
In addition the use of concrete architecturally re- 
sulted in an attractive appearance and such important 
advantages as durability, firesafety, low maintenance 
expense and low annual cost. 

Write today for free, illustrated literature about 
architectural concrete and concrete frame and floor 
construction. Distributed only in U.S. and Canada. 


PORTLAND CEMENT ASSOCIATION 


DEPT. A10-7, 33 WEST GRAND AVENUE, CHICAGO 10, ILLINOIS 
A national organization to improve and extend the uses of portland cement and concrete through scientific research and engineering field work 
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building (mostly housing) have been so many 


and so varied that only unremitting self- 


propulsion can explain them. 

Peoria-born “Mike” Colean, now a spare 
and graying 55, began professional 
Manhattan architect (he is now a fellow of 
AIA) after graduating from Columbia Uni- 
1922. 
associated with the famed Chicago firm of 
Holabird & Root Holabird, Root & 
Burgee), and for five depression years after 
that was a principal in his own architectural 
When 


concocting a formula to breathe life into the 


life as a 


versity in From 1925 to ’29, he was 


(now 


office in Chicago. New Dealers were 


moribund housing industry, a Harry Hopkins 
asked technical 
advice. Colean thought it would take only a 


aide Colean to contribute 
few weeks. But when he finished helping set 
up FHA—notably its property standards and 
land planning section—he moved in as its 
first technical director. That was 1934. He 
has lived in Washington ever since. After 
three years as assistant FHA administrator 
(1937-40), Colean left for more lucrative 
private enterprise. From 1940 to 42, he 
directed the Twentieth Century Fund’s hous- 
ing survey. For the next three years he was 
a vice president of Starrett Bros. & Eken, 
the big Manhattan contractors. 

Since 1945, he has been a Washington econ- 
omist and consultant on construction and mort- 
gages—a role in which he is in such demand 
that some people call Colean a “consultant to 
everybody.” That is perhaps only a way of 
saying that quick-smiling Mike Colean, now 
the author of seven books, is one of the build- 
ing industry’s most influential figures, 


Congressional economy thwarts clearing 
temporary offices from Washington's Mall 


For years, the expanding federal government 


has been a star boarder in office buildings 


in Washington and elsewhere across the na- 


This fall, 
things different. 


landlords will find 
The reason: a little-noticed 
gimmick in the Independent Offices Appro- 


tion. office 


priations Act ordering the government to trim 
its leased space more than one-third (from 
21,973,000 sq. ft. to 13,435,000 sq. ft.) by 
next June 30. 
lawmakers 


By the end of December, the 
demanded a cutback of leased 
office space to 17,787,000 sq. ft. To make 
sure the General Services Administration car- 
ries out the mandate, Congress cut rental 
funds from $59.8 million last fiscal year to 
$50 million this year. 

scale re- 


Reprieve for tempos, Larg 


ductions in the federal bureaucracy will ease 


the resulting squeeze on space, but will by 
One result, GSA chiefs 


disclosed this month, will be that chances for 


no means solve it. 


tearing down Washington's ugly crop of tem- 
porary federal offices have gone by the boards 
again. In fact, the much deplored tempos 
will have to fill the gap. 

If the prospect was one to make architects 
and civic-minded groups unhappy (see be- 
low), it made them no unhappier than it did 
W. E. Reynolds, commissioner of GSA’s pub- 
lic buildings service. Reynolds repeatedly 


has reminded Congress that temporary build- 


ings cost an average of 74¢ per sq. ft. a year 
to maintain, compared to 67¢ for the average 
permanent building and 53¢ for an efficient 
block-type structure like the mammoth new 
General Accounting Office (AF, July °51, 
News). n, Reynolds vowed 
this month, he would start at the Lincoln 


As soon as he 


Memorial reflecting pool (which is surround- 
ed on three sides by eyesore tempos), and 
“roll up the temporaries like a blanket.” Said 
GSA Chief Edward F. Mansure; “We are as 
anxious as anyone to get rid of the tempo- 


raries, but we are faced with the practical 
proposition of utilizing every bit of available 
government space since Congress has reduced 
our appropriations.” Reynolds figured it 
would cost about $200 million to build ten 
structures to rehouse the 46,000 federal work- 


ers now in the capital's 54 temporaries. 


One long- 
that would avoid big outlays 


Lease-purchase solution? 
range solution 
for new construction and also keep the gov- 
ernment from becoming a perpetual tenant is 
the lease-purchase bill approved by the 
House last session. Chairman Edward Martin 
(R, Pa.) of the Senate public works com- 
mittee favors the measure, intends to prod 
it toward enactment in the upper chamber. 
The bill would let the government buy office 
buildings out of rentals on a 10- to 25-year 
installment plan. 


Washington Star 


THE AIA this month stepped up its efforts to 
persuade the government to tear down the taw- 
dry temporary buildings that blight the Wash- 
ington Mall, which was intended by its planners 
as a grand central park surrounded by monu- 
At Washington head- 
quarters, the AIA exhibited past and present 
plans for the Mall, along with a model of the 
proposed $20 


mental public buildings. 


million Smithsonian Institution 
museum to house contemporary art (pictured at 
right). The museum was the winning design by 
Saarinen, Swanson & Saarinen in a 1939 com- 
petition. It would wipe out three and perhaps 
four unsightly temporaries—Tempo D, built in 
World War Il, and the old Fisheries Building 
dating from before World War l, plus (pictured 
above) Tempo E of World War | and Tempo S. 

Four bills pending in Congress would advance 
the project, but as Rep. Charles R. Howell (D, 
N.J.), author of two of them, noted recently: 
“Congress has done little In developing a na- 
tional policy on fine arts mainly because cultural 
leaders have made little effort to formulate con- 
structive proposals for consideration by Con- 
To help muster support for such a 
policy, AIA hoped to send the exhibit on tour. 


gress.” 
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Plaster fights for its lost market 


> Two AFL unions join plaster contractor group in pledge 
to end labor gouging, excess profits 


> With unions footing part of the bill, they start bureau to 
promote plaster-work, watch its quality 


In the building boom of the 20s, 90% of America’s new homes were built with plaster 
walls, Today only about 50% are erected with fully plastered interiors. Nonresidential 


construction also has cut its use of plaster. 


For plastering contractors and unions, the handwriting on the dry wall was clear: 


“You are being driven out of business by cheaper, speedier innovations.” 


7 


Complete 


dry-wall cities like the two Levittowns were rising around the country. At Park Forest, 
Ill, American Community Builders, Inc., started with plaster but in this year’s homes 


and apartments switched to substitutes. 

This month in Chicago, a National Bureau 
for Lathing and Plastering was created to 
start a drive to recapture, if possible, the 
plastering market in new construction. The 
bureau represented a unique example of 
labor-management cooperation. The Con- 
tracting Plasterers International Assn. and 
two AFL unions—the Wood, Wire & Metal 
Lathers International and the Operating 
Plasterers & Cement Masons Assn.—will split 
costs of the new bureau. And they agreed on 
a program designed to eliminate practices 
and feather-bedding that were pricing them 
both out of jobs. 


Promotion and reform. The drive will 
involve newspaper, magazine, radio-TV and 
trade publication advertising for more use of 
plaster, starting in January. Outlays may run 
as high as $500,000 a year. Ads will be 
financed by a 3¢ an hour deduction from 
workers’ wages (1¢ for bureau headquarters 
in Washington, 24%¢ for bureau offices pro- 
moting plaster locally). 

The program also involved a revolutionary 
pledge by both contractor and union groups 
to squeeze extra costs out of plastering. They 
adopted a Standards of Performance (i.e., 
code of ethics) with these main points: 
>All materials and workmanship shall com- 
ply with nationally recognized quality and 
performance standards. (Conforming con- 
tractors may display bureau certificates. Non- 
conforming contractors will not have this 
privilege, and union locals may refuse to 
work for them.) 


> Contractors will charge only a reasonable 
profit. Craftsmen will work a full day for a 
full day’s pay, without bonus payments and 
unreasonable travel time and expense. Con- 
tractors and mechanics agree to employment 
on a straight hourly basis. Limitation of the 
daily production will be eliminated. 


> Contractors and labor will agree on reason- 
able time schedules for completion of work. 
Contractors will man jobs only with qualified 
foremen. Unions will supply sufficient com- 
petent mechanics and apprentices. Appren- 
tice training programs will be increased. 


> To regain the favor of architects and build- 
ers, schedules and completed work of other 


trades must be respected, and material and 
equipment handled to assure normal project 
progress. Completed areas will be cleared of 
scaffold and other equipment and made ready 
expeditiously for the next craft. 


> Lathing and plastering must be kept attuned 
to new designs, methods, techniques and ma- 
terials developed in construction. Members 
must cooperate by using them without re- 
straint when their value has been established 
and approved by the bureau. 


Operation cooperation. Brainfather and 
president of the bureau was Edmond Venzie, 
head of the contractors’ group, which em- 
ploys about 90% of the nation’s union lathers 
and plasterers. Venzie, 47, who employs as 
many as 1,500 plasterers at a time, is one of 
the US's largest plastering contractors, with 
offices in Philadelphia and Dayton, Ohio. To 
get trade and labor support for his idea, he 
spent three years of missionary work, finally 
persuaded the employer association and the 


two unions to contribute $5,000 each for ini- 
tial financing of the bureau. Supplementary, 
but separate, support for the program (with 
their own advertising) has been promised by 
the Gypsum Assn., Lime Assn. and the Lath 
Manufacturers Assn. 

President John F. Rooney said his AFL 
plasterers would put 16 vice presidents on the 
road to spread the job salvation gospel. He 
wrote his locals that their participation was 
“imperative,” 

President William J. McSorley said the 
AFL lathers were adding six new vice presi- 
dents to stimulate local union participation; 
after Jan. 1, 12 would be assigned to this 
work. McSorley asserted productivity already 
has increased 7 or 8%, although he agreed it 
was too early to foresee what final cost re- 
ductions might emerge from the drive. 

Contractor Venzie said his firm already has 
dropped bonuses of $2 to $5 a day and 
double-pay overtime in Philadelphia. Said he: 
“In the last two months, five major housing 
projects in the state have gone to plastering 
from previously scheduled dry wall because 
our contractors quoted competitive prices.” 

At the Chicago press conference announc- 
ing the new bureau, Venzie admitted contrac- 
tors must do some “house cleaning.” Said he: 
“There were places where one contractor had 
a monopoly on skilled labor and could bid 
up jobs to get the last dollar. Now, we're 
sending competitive contractors into such 
areas to bid on every job, assured by the 
unions that they'll be able to get men to do 
the work.” 

Labormen Rooney and McSorley indicated 
that some of their union members had been 
guilty of make-work practices in the past— 
such as insisting on three coats of plaster, or 
limiting a day's production by a lather. But 
they said these were banned by union decrees 
two years ago. 


AFL convention orders council to draft plan 
for curbing reckless jurisdictional disputes 


Last month’s St. Louis conventions of the 
AFL and its building and construction trades 
department produced the strongest evidence 
yet that labor leaders are genuinely worried 
that whopping pay demands and jurisdic- 
tional disputes are costing them the broad 
public support that helped unions grow strong 
in the 30s and 40s. 

For a labor chief, President James Brown- 
low of the metal trades department was re- 
markably critical of labor at the building 
trades meeting. Once a picket line used to 
be the sign of an honest labor dispute or in- 
ability to get together with an employer, said 
Brownlow. But today, he charged, there are 
too many instances where a business agent 
“proves inept or unable” in negotiating with 
an employer and recklessly “resorts to the 
picket line” without telling his membership 
“everything that went on” and without any 
consideration for “the people who are con- 
cerned, not only the members of his own 
organization, but members of other organiza- 


tions who may be denied their right to work.” 

“Some of these picket lines,” said Brown- 
low, “are established for reasons so ridiculous 
that they would make anybody who gives them 
some thought wonder whether they were there 
for subversive reasons; then again, whether 
there was some particular interest of either 
the employer or the business agent. If we are 
going to hold the picket line as something 
worth defending in a legislative way before 
the courts of our land, and publicly, then we 
should not abuse this privilege . . . [but] re- 
tain it only to protect the interests of the 
people who work.” 

The full AFL convention, warned by its 
building department that today’s “crazy-quilt 
jurisdictional pattern” threatens “open war- 
fare” between unions, moved to snuff out in- 
terunion strife. It ratified a two-year no-raid- 
ing agreement with the CIO to go into effect 
Jan. 1. It instructed its executive council to 
develop within six months a plan to halt AFL 
jurisdictional rows. 
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BUILDING STATISTICS: plywood prices skid, rebound; building costs flatten 


West Coast mill prices for plywood fell to a postwar low of $68.59 
per M sq. ft. this month, putting many producers in the red. The 
new price was $21.41 (23.8%) below the $90 that leading mills 
charged from February through late August, when BLS recorded 
prices for 14” AD index grade as averaging $85.56 (see chart). Be- 
hind the price slashing lay shrinking late summer orders, while pro- 
duction climbed to an average of 63 million sq. ft. a week for the year 
so far, compared with 53 million in the same period last year. 

By month’s end, however, prices rebounded to around $72.20 net 
after jobbers’ discounts ($76 list). Reasons: 1) as prices tumbled 
they attracted larger orders, which rose from 59 million sq. ft. the week 
ending Oct. 3 to 76 and 72 million ft. the next two weeks; 2) new 
production lagged, because many marginal mills could not operate at 
the low prices. 

Equally important, although not so sharp as plywood’s plunge, was 
the long and steady decline in Douglas fir 2” x 4” mill prices (see 
chart). From last year’s (May) high of $75.80 per M bd. ft., the BLS 
average for fir 2” x 4s fell steadily to $61.50 last month—an 18.8% 
slide. Prices for larger Douglas fir dimension have been firmer, as 
have prices for southern pine lumber. 

Labor also took note of the economic facts of life in plywood and 
lumber. At its Vancouver convention this month, the CIO Interna- 
tional Woodworkers of America, representing most Pacific Coast log- 
gers and many sawmill and plywood workers, decided not to ask for 
more pay next year “unless lumber prices improve.” 

Metal prices also were slipping. Steel producers held to list quota- 
tions, but began to absorb freight charges to give customers “savings.” 
Copper prices remained firm as strikes and slowdowns hampered ore 
output at US and Canadian mines, but the trend was down and copper 
tubing was one of the items for which BLS recorded a decline in whole- 
sale prices last month. On Nov. 1 the Business and Defense Services 
Administration will decontrol nickel, the last major metal under de- 
fense restrictions. This will end controls that prohibited nickel stain- 
less steel in many incidental hardware and plumbing items. 


NEW CONSTRUCTION ACTIVITY 
(expenditures in millions of dollars) 


September 1st nine months 


Type "52 "63 % change '52 '53 % change 


PRIVATE 

Residential (nonfarm) 1,087 +4.0 8,083 8,803 +8.9 
New dwelling units 950 +2,2 7,170 7,765 +83 
Additions & alterations 111 +14.4 782 842 +47.7 
Nonhousekeeping 26 -+44.4 131 196 -+49.6 

Industrial 180 —5.3 1,740 1,712 —1.6 

Commercial 183 -+81.2 807 1,249 -+54.8 

Other nonresidential 153 +70 1,150 1,200 44.3 
Religious 45 +18.4 337 +18.2 
Educational 39 -+21.9 303 -+20.2 
Hospital 26 —23.5 236 —22.1 

Public utilities 428 +12.3 2,967 3,266 -+10.1 
*TOTAL +7.7 16,076 17,490 +8.8 


PUBLIC 
Residential 47 —13.0 505 426 —15.6 
Industrial 150 —15.3 1,205 1,354 -412.4 
Educational 152 -4+9.4 1,212 1,266 +4.5 
Hospital 25 —39.0 359 278 —22.6 
Military 120 —10.4 1,028 1,036 +08 
*TOTAL 1,131 1,125 —0.5 8,060 8,448 +4.8 
GRAND TOTAL 3,160 3,310 -++4.7 24,136 25,938 +7.5 


* Minor components not shown, so total exceeds sum of parts. Data from Depts. of Commerce 


and Labor. 


CONSTRUCTION EXPENDITURES began their seasonal decline in September. 
Total outlays of $3,310 million, however, were only 0.4% below August’s 
all-time monthly record of $3,323 million and were almost 5% ahead of 
Sept. '52 expenditures. Commercial building outlays rose 6% from August 
to September. They were a whopping 81% greater than Sept. '52, for the 
first nine months of the year, 55% ahead of the same "52 period. 
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PLYWOOD AND LUMBER PRICE TRENDS since Jan. '52, are reflected by 
BLS estimates of average F.O.B. mill charges per M sq. ft. for interior 
AD 1⁄4” x 48” x 96” Douglas fir plywood, and per M bd. ft. for #1 green 
random-length Douglas fir 2 x 4s. The chart's October plywcod price 
($67.76) was projected by FORUM. It puts plywood $17.80 below the BLS 
average of $85.56 that prevailed from February to August. It is based on 
sales at $72.20 (after Jobbers’ discounts) late this month by leading pro- 
ducers—$17.80 below their $90 quotations throughout the summer, when 


the BLS average was charted at $85.56. Before stabilizing around $72.20, 
net prices after discounts dropped as low as $68.59. 
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MATERIALS PRICES charted by the Bureau of Labor Statistics fell for the 
second successive month in September (to 120.4, from 121.3 in July and 
120.8 in August). Plunging plywood and sliding lumber prices (see sepa- 
rate chart and story) more than offset slight increases for steel pipe, 
paints, structural clay products, concrete ingredients and asphalt shingles. 
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BUILDING COSTS for commercial and factory structures and apartment, 
hotel and office buildings, as compiled by E. H. Boeckh & Associates, rose 
almost imperceptibly from July to August. The commercial-factory index 
figure rose from 255.2 in July to 255.3; the apartment-hotel-office figure 
rose from 255.1 to 255.5. Among the other construction cost indexes, Smith, 
Hinchman & Grylls’ was down 0.7% for October. AGC’s average con- 
struction costs rose a shade, from 416 to 417 (1913—100), from August to 
September. The contractors’ construction wages index rose from 581 to 584, 
while its materials cost index remained at 306. 
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Armorply* Chalkboard — without trim— 
makes attractive, low cost installation 


NEVER NEEDS REFINISHING—DOUBLES AS 
BULLETIN BOARD—SMALL MAGNETS “PIN” 
VISUAL AIDS TO PORCELAIN-ON-STEEL FACE 


What is the life of the average blackboard 
or chalkboard before refinishing or replace- 
ment? Is it 2 years, 7 years or 10? When 
you install Armorply Chalkboard, it’s guar- 
anteed to last as long as the building. 


WHAT MAKES ARMORPLY CHALKBOARD SO 
DURABLE? Three coats of a special com- 
position ceramic-porcelain are fired on 18- 
ga. steel base at high temperature and 
careful control. The surface is so tough it 
defies abrasions, scratching, chipping, crack- 
ing and won't shatter or break under im- 
pact. Can’t buckle, warp or dent because 
the chalkboard is bonded to 1⁄4” Weldwood 
fir plywood, exterior grade, and backed 
with a .015 aluminum sheet. 


EASY TO INSTALL. Mounts directly on plas- 
tered or unplastered wall with through- 
bolts or screws, without grounds or finish 
trim. 


SPECIALLY DEVELOPED SURFACE takes chalk 
beautifully. Easy to erase and clean. Can be 
silk-screened with diagrams, maps, etc. 
Scientifically selected green color has per- 
fect reflectance factor. 
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Weldwood Building, 55 West 44th St., New York 36, N. Y. 
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4 U. S.-Mengel Plywoods Inc. 


Lovisville, Kentucky 
BRANCHES IN 60 PRINCIPAL CITIES 


SIMPLIFIES VISUAL INSTRUCTION. Small mag- 
nets are attached to its porcelain-on-steel 
face permitting quick posting of visual aids. 
UNIFORM QUALITY. Strict quality control 
keeps all Armorply Chalkboards uniform 
in color and finish from face to base. 


SAFE INVESTMENT—has been thoroughly 
tested in hundreds of installations. Leading 
architects are specifying Armorply Chalk- 
board. Here are just a few recent in- 
stallations: 


Valhalla Jr. High School, Valhalla, N. Y. 
Our Lady of Fatima, Scarsdale, N. Y. 
Wilbur Wright High School, Dayton, Ohio 
Lake Worth High School, Lake Worth, Fla. 


Plan on using Armorply Chalkboard for 
an installation that never needs resurfacing 

one that is guaranteed to be as permanent 
as the building. 


SIZES: Standard stock size panels: 
Widths 36”, 42”, 48” 
Lengths 72”, 84”, 96”, 108”, 120” 
Non-stock standard sizes: 
Widths 36”, 42”, 48” 
Lengths 36”, 48”, 60” 


“Trade Mark. 


United States Plywood Corporation 
55 West 44th Street 


New York 36, N. Y. AF-10-53 


FREE: Please send me free booklet on 
Armorply Chalkboard 
NAME......... 
ADDRESS ... 2... cseeeseeceeense 


Contact the distributor nearest you 
for prompt and complete information 
on ARMORPLY CHALKBOARD 

or mail the coupon below. 


Acousti Engineering Co. of Florida, 

101 Copland Street, Jacksonville, Florida 
Acousti Engineering Co. of Florida, 

1012 Sligh Blvd., Orlando, Florida 

Acousti Engineering Co. of Florida, 

1501 Second Ave., Tampa, Florida 

Acousti Engineering Co. of Miami, Ltd., 
3737 N.W. 53rd Street, Miami 42, Florida 
A. M. Masters & Son, 

4 North Ith Street, Philadelphia, Pa. 

A. M. Masters & Son, 

300 West Penna. Ave., Pen Argyl, Pa. 
American Paper & Supply Co., 

444 South Second West Street, Salt Lake City, Utah 
Atkins & Co., Inc., 

19 North Harrison Street, East Orange, New Jersey 
Atkins & Co., Inc., 

401 S A & K Building, Syracuse, New York 
Bickley Bros. School Equipment, 

2017 Preston Ave., Houston, Texas 

Bodine, Bryson and Rolling, 

719 So, 20th St., Birmingham 5, Alabama 
Bradley M. Layburn Co., 

461 Eighth Ave., New York 1, New York 
Builders Hardware Corp., 

7120 Hagar Lane, Bethesda 14, Maryland 
Charles Ingram & Co., 

521 North Charles Street, Baltimore 2, Maryland 
Coyne & Paddock, Inc., 

40-09 21st Street, Long Island City 1, New York 
Dayton Builders Supply Company, 

800 East First Street, Dayton 2, Ohio 

DeW: and Roper Co., 

6501 Euclid Ave., Cleveland 3, Ohio 
DiClemente and Volke, 

4 Elton Street, Rochester 7, New York 
Durbrow— Otte, 

1426 Clay Street, Cincinnati, Ohio 
Engineered Materials Co., 

650 Washington Road, Pittsburgh 28, Pa. 
Flowers School Equipment Co., 

327 West Main Street, Richmond 20, Virginia 
Freyer-Knowles, 

1718 Broadway, Seattle 22, Washington 
Gulf State Equipment Company, 

1305 South Akard Street, Dallas, Texas 
Herbert Golterman Co., 

4027 Forest Park Blvd., St. Lovis 8, Mo. 
Hoddick and Taylor, 

71 West Eagle Street, Buffalo, New York 
John A. Williamson Co., 

1727 Broadway, San Antonio 2, Texas 
Lawco Bldg. Material Co., 

145 Linden Ave., N.E., Atlanta, Ga. 
McDonnell Bros., Inc., 

3930 Lonyo Road, Detroit 10, Michigan 
Metal Building Products Co., 

1937 Lafayette Street, New Orleans 12, La. 
Oglesby Equipment Co., 

2163 North Meridian Street, Indianapolis 2, Ind. 
R. G. Ross Company, 

415 Clement Ave., Charlotte, North Carolina 
School Equipment Co., 

185 North Wabash Ave., Chicago ], Illinois 
Son-Nel Products Co., 

10222 Pearmain Street, Oakland 3, California 
Scovil & Sublett, 

20 N.E. 27th Street, Oklahoma City, Oklahoma 
Spencer Sales Co., 

236 Huntington Ave., Boston 15, Mass. 
Supply Service Inc., 

528 South Main Street, Hutchinson, Kansas 
Tenn e Structural Products Corp., 
3601 Chapman Highway, Knoxville, Tenn. 
The Stokes Company, 

2035 Washington Street, Kansas City, Mo. 
Tri-State Supply Co., 

1846 West Fifth Ave., Columbus 12, Ohio 

W. E. Neal Slate Co., 

1121 Dartmouth Ave., S.E., Minneapolis 14, Minn. 
W. E. Raines Co., 

10—7th Street, Augusta, Ga. 
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PEOPLE: Zeckendorf buys Chrysler Building in $52 


million deal; AGC picks MacLeod and Koss for top posts 


It was harder and harder to pick up a news- 
paper without tripping over a report on 
another project involving ubiquitous Wil- 
liam Zeckendorf, president of Webb & 
Knapp, Inc. Five of the larger operations by 
Zeckendorf last month and this: 

> With $8 million cash, and $40 million in 
financing (see cut), Webb & Knapp acquired 
three hefty midtown New York office build- 
ings: the Graybar, the Chrysler and the new 
Chrysler Building East. The deal involved 
$52 million, topping the previous biggest 
New York real estate deal (the Empire 
State sale in 1951) by $500,000, 

>For an undisclosed sum, Webb & Knapp 
bought the James McCreery department store 
yuilding at Sth Ave. and 34th St. in Manhat- 
tan from Associated Dry Goods Corp., which 
will close 116-year-old McCreery’s in January. 
> Still embryonic, but subject of much Man- 
1attan talk, were plans for a service post 
office, loft and merchandise mart that would 
have the biggest floor area of any building in 
the world—6 to 7 million sq. ft. Zeckendorf 
iad negotiated air rights for a two-block 
structure over Pennsylvania Railroad tracks 
behind the city’s main post office. Still needed 
to make the deal click: a long-term post office 
lease for one-third of the space. 
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AT PREVIEW showing for his friends, 
Wright in familiar tan porkpie hat 
chatted with MIT Dean of Architec- 
ture Pietro Belluschi (r) and George 
Biddle of the National Fine Arts 
Commission. 


OVER-ALL VIEW of exhibit, titled 
“Sixty Years of Living Architec- 
ture,” shows Price Tower in center, 
and portion of Broadacre City mod- 
eled in 1932 as a Taliesin Fellow- 
ship project in foreground. 


>A contract for Webb & Knapp to build ap- 
proximately 100 retail buildings for lease to 
Safeway Stores Inc. Total cost: $30 to $35 
million. After construction, Webb & Knapp 
would retain some, sell others to investors. 

$ Purchase of Charlie Chaplin’s old Holly- 
wood studio and lot for $650,000 cash. The 
studio will be rented to TV and film pro- 
ducers. The vacant land will be developed 
with a large shopping center and parking lot. 


NAMED: Brig. Gen. Emerson C. Itschner, 
North Pacific Division Engineer since Apr., 
52, as the Army’ istant Chief of Engi- 
neers for Civil Works, succeeding Brig, Gen. 
Claude H. Chorpening; Col. Raleigh M. 
Edgar, 55, chief of the construction division, 
as the VA’s assistant administrator for con- 
struction, succeeding Col. Frank H. Dryden, 
who supervised $700 million of hospital de- 
sign, construction and conversions during the 
past seven years and who now will establish a 
private consultation California, 
South Carolina businessman 
Charles F. Honeywell, as head of the Busi- 
ness and Defense Services Administration, 
which is in charge of the residual NPA con- 
trols; John A. Kervick, New York field office 


director for PHA since 1949, as vice president 


service; 
Hawaii and 


Photos: Live—Richard Meek 


United Press 


BIG DEAL for William Zeckendorf to buy the 
Graybar and two Chrysler buildings in New 
York was financed with mortgage bonds for $40 
million issued by Equitable Life. At closing 
Zeckendorf (holding bonds) was flanked by 
Equitable’s Glen McHugh and Walter Harvey 
Jr. (1) and Walter P. Chrysler (r). 


of Paul Tishman Co., Inc., which has erected 
more than 6,000 private and public housing 
apartment units in New York. 


Unopposed nominees for 1954 officers were 
announced by the Associated General Con- 
tractors: for president, John MacLeod, 59, 
of Paramount, Calif.; for vice president, 


Frank Lloyd Wright exhibits 60 years’ work 


Kighty-four-year-old Frank Lloyd Wright cele- 
brated the completion of his first New York 
buildings this month: a temporary pavilion 
housing an exhibit of his 60 years’ architectur- 
al work and an adjoining Usonian House em- 
The 


house and pavilion lay on the site of Wright's 


bodying his contributions to house design 


projected new Guggenheim Museum, which is 
still stalled by provisions of New York’s build- 
ing code. The pavilion (which went up under 
the code’s gospel tent section) was delayed, 
though not stalled, by the city’s code-enforc- 
ing Department of Buildings. It insisted on 
testing the pipe structure by loading it for two 
weeks with twice the load it was designed to 
carry. Meanwhile, work had to halt. 

The pavilion was roofed with alternate bands 
of sandblasted wire-glass and gray ashestos 
cement panels, Delighted photographers found 
it provided a setting literally as light as day 
for the 16 models of FLLW buildings plus 
scores of 8’ square photographs, floor plans 
and drawings representing his work from the 
Charnley House of 1891 to such recent pro- 
jects as the Guggenheim Museum, Price Tow- 
er in Bartlesville, Okla. and Johnson Wax 
building in Racine. As he proudly showed his 
first guests through the prairie: 
which first appeared in 1900, Wright paused 
in the dramatic living room (sunken fireplace, 
a glass wall facing a landscaped terrace, 121 
ceiling), waved his cane and said; “I think 
this has the old colonial on the run.” 


type house, 


45 


How to pick the 
correct walls for 
the buildings 


George C. Koss, 48, of Des Moines. 

Macl . who will advance from the vice 
presidency, would succeed C. P. Street, of 
Charlotte, N.C. He heads the Macco Con- 
struction Co., in Los Angeles County, which 
he organized in 1929. During World War II 
his firm handled $350 million in military 
contracts for airfields, bases and docks (AF, 


desi n Oct. 752, News). Koss, born in Des Moines 
you g and schooled at Phillips Exeter and Har- 
vard, is president of the Koss Construction 


Co., of which his father George W. Koss, i 
board chairman. Its principal work: paving 


KOSS MACLEOD 


and airports. The nominee was AGC Iowa 


chapter president in 1940, and has been a na- 
| tional AGC director since 1947. He directed 
| the Des Moines United Campaign drive last 
year and for this and many other civic activi- 
ties received last year’s Des Moines Tribune 


“most public-spirited citizen” award. Dog- 


lover Koss is partial to English setters. 
2 he headed the Animal Rescue 


i WHY HT (From 194) 


WIV 


WH 
WAIT ii 


If you are designing a building, you can pick the correct wall 
by matching the function of the structure against the Robert- 
son Q-Wall products shown here. These modern walls save 


League.) 


construction time and money and give many extra years of WATT | Gilbert E. Morris, superintendent of Los 
maintenance-free service. They can be demounted and reused 1 | Angeles’ department of building and safety 


to keep pace with plant expansion. Q-Walls weigh less than 
1/16th of the equivalent masonry wall. 


and a leader in the city’s rehabilitation drive, 
was elected president of the Pacific Coast 


1. Galbestos, Ideal for standard industrial plants. Galbestos \\\\\\ \\| | | sine Offici Conkerance av Fa: & al 
has the highest resistance to corrosion and weather of any pro- | | Ni MA WHITH | Building Officials Con sical at its: annua 
tected steel siding or roofing you can specify. For mill build- \ yiil | WNT | convention in Pasadena this month. 
ings, warehouses, or any other industrial structures that do WWII ITT | 
not require full insulation. CONGRATULATIONS: To New York City 
2. Insulated Galbestos. Perfect for a.dry-occupancy indus- 2 | Publie Works Commissioner Frederick H. 
trial building that must be heated, Non-combustible insulation | Zurmuhlen for receiving the National Sc ulp- 
is installed on the job by the Robertson Top-Speed fastening WT 

WNI ture Society medal of 


II {|| | 
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method, and Galbestos applied over. Its heat transmission | 
factor (U-Value) is 0.16 BTU per sq. ft. per hr. per degree 

of temperature difference, F. 

3. G-Type Q-Panels. This is a field-assembled wall made up 

of an interior steel vapor barrier, a layer of incombustible in- 

sulation, and an exterior of tough, long-lasting Galbestos. The 3 
proper combination for an industrial situation which requires 
both temperature and humidity control. U-Value—0.16 BTU. 
4. Q-Panels. A quickly erected, factory-assembled panel 
combining strong, dry, lightweight construction with archi- 
tectural beauty. Well adapted to air-conditioned buildings of 
all sizes, and obtainable with various exterior surfaces, either 
metal coated steel, stainless or aluminum. U-Value—0,16 BTU. 
5. H-Type Q-Panels. Differ from standard Q-Panels es- 
sentially in that they contain twice as much insulation. Ideal 
for cold storage warehouses, refrigeration plants and struc- 
tures subjected to Arctic conditions. U-Value is 0.08 BTU. 
Write for complete details, 


W honor this month for 


“vision and achieve- 


ments in reintegrating 


sculpture and mural 
painting with civic 
architecture” (preserv- 
ing the Appellate Divi- 


sion Court parapet 
sculpture in Manhattan 


and arranging for en- 


ZURMUHLEN 


trance sculpture for the 
| new Domestic Relations Court in Brooklyn) ; 
| drug manufacturer George W. Merck, 


chosen to receive the industrialist-of-the-year 


WHEL 
WA | award of the Society of Industrial Realtors at 
| f| the annual NAREB convention in Los 
Angeles next month; Robert H. Hose, archi- 
tect-engineer partner of Henry Dreyfuss, 
slected president of the Society of Industrial 
Designers; John W. Brown, dealer sales 
vice president of National Gypsum Co., 


Robertson 


Q-Walls 


a product of He H. Robertson Company 
2403 Farmers Bank Building * Pittsburgh 22, Pa. 


Offices in All Principal Cities SQF World-Wide Building Service 


elected president of the National Mineral 
Wool Assn.; Brooklyn’s Adolph Goldberg, 
lected president of the NY State Assn. of 
Architects; John W. Hargrave, of Mont- 
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gomery, and C. Melvin Frank, of Columbus 
‘lected president and first vice president of 


Architects Society of Ohio, 


Federal figures show state and local public 
works totaled $6 billion in 1952: except dur 
ing war and depression years they usually far 
exceed federal construction outlays. But BLS 
and Commerce Department officials, suspect 
a more accurate survey would reveal state 


and local works bulk even larger. Accord- 


BLS asked the Budget Bureau to let 


end $90,000 to improve its checking 


methods in this field, the same $90,000 it was 


granted this year to update housing starts sur- 
vey methods. Commerce also will ask for 
funds to rebuild its anemic construction divi 
sion statistics staff from eight to about 20 
people to produce better construction market 


reports. This project, say insiders, will be 


championed by Lothair Teetor, who was ap- 
pointed an assistant secretary of commerce this 
month, subject to Senate confirmation. Teetor 
is sold on the value of government statistica 
reports that business finds useful, and one of 
his responsibilities will be supervision of the 
construction division, He was board chair- 
man of the Perfect Circle piston ring manu- 
facturing company in Hagerstown, Ind., an¢ 
formerly was president of the Indiana State 
Chamber of Commerce and a director anc 
regional vice president of NAM. Though 


Eisenhower has given up the Presidentia 


yacht, Teetor planned to keep his yacht in 


commission and in Washington 


DIED: Rosario Candela, 63, architect for 
luxury apartments and New York City pub- 
lic housing projects, for schools and health 
centers, and, in collab- 
oration with John Rus- 
sell Pope, designer of 
the upper- story apart- 
ment section of the US 
Embassy in London, 
Oct. 5 in Mt. Vernon, 
N.Y.; Dr. Jacob J. 
Golub, 62, member of 
the hospital planning 


council of the American 


CANDELA 


Hospital Assn. and plan- 
ning consultant for the Rothschild-Hadassah 
Hospital in Jerusalem and many US hospitals, 
Sept. 22 in New York; Dr. John M. Gries, 
76, head of the division of building and hous- 


ing, Bureau of Standards (1921-28). former 


chief of the Commerce Department construc- 
tion division, Sept. 23 at Piqua, Ohio; Artist 
John Marin, 80, who abandoned an effort to 
become an architect in his youth, but in 1948 
received the AIA’s Fine Arts Medal, Oct. 1 in 
\ddison, Me.; Herman Wick, 81, architect 
for more than 200 hospitals, including Doctors 
and French in New York and Creole in Mar 
acaibo, Venezuela, Oct. 4in East Orange, N. J.: 
David Fettes, 88, former chief construction 


superintendent and cl 


arter associate of the 
Albert Kahn architectural and engineering or- 
ganization, Oct. 8 in Detroit 


(NEWS continued on p. 54) 
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How molten metal helps 
give Galbestos its 


ee 


Robertson Galbestos has the greatest resistance to weather and 
corrosion of any protected steel roofing or siding obtainable any- 
where. This position of broad superiority is made possible by a 
unique manufacturing process exclusive with H. H. Robertson 
Company. 


First, the steel sheet is pickled . . . then given a coating of molten 
zinc. Asbestos felt is then pressed on so that as the molten metal 
hardens in cooling it grips the felt fibers in absolute bond. The as- 
bestos is then impregnated with a special asphaltic compound and, 
finally, given a tough weatherproof coating. Galbestos can be 
furnished flat or in the 3 well-known corrugations: Standard, Man- 
sard, and V-Beam. The resultant material is so durable, it ma 
sheared, bent, rolled, crimped and riveted in the field a y 
ordinary unprotected steel. It will withstand the greatest possible 
extremes in weather temperatures without deterioration, and will 
actually retard fire better than naked steel. For an industrial roof- 
ing or siding that requires no maintenance under the most severe 
corrosive conditions, specify Galbestos. 


Long Service Life. Galbestos will give longer maintenance-free 
service under the most severe weather and man-made corrosive 
conditions, Even salt air cannot penetrate its tough coatings to des- 
troy the steel core. 

Not Fragile, Galbestos’ strong steel core sheet guarantees against 
breakage—during shipment or during erection. 

Resists Climatic Extremes. Galbestos is not subject to damage 
either by tropic or frigid temperatures. Its coatings will not run 
under broiling sun or crack or spall in sub-zero weather. 

Goes Up Fast. The exclusive Robertson Top-Speed method of 
attaching Galbestos to structural steel speeds up erection for quicker 
occupancy. 

Resists Flame. Leading testing laboratories have made exhaustive 
tests on the fire resistance of Galbestos and have published the re- 
sults. Copies of these reports are available for study. 


Robertson 


Galbestos 


a product of He H. Robertson Company 
2403 Farmers Bank Building * Pittsburgh 22, Pa. 


Dr World-Wide Building Service 


Offices in All Principal Cities 


East Hartford High School at East Hartford, Connecticut 
will pay double dividends. First, students will enjoy 
cleaner, fresher, more healthful air, and second, savings 
on the fuel bill will be a substantial $5,000 annually. By 
recirculating and purifying confined air thru Pur Air, 
Activated, Coconut-Shell Carbon Adsorbers (filters), less 
re-heating of outside air is needed. Projected over a 20- 
year period, the estimated $100,000 savings would pay 
for the Pur Air installation many times over. For com- 
plete details on the story of Pur Air, Activated, Coconut- 
Shell Carbon for odor-removal, call your local Pur Air 
representative, or write: 


a 
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Por AIR odor-removal, air freshening units in the new 


BARNEBEY-CHENEY Company 


The Little Red School House was Never Like This! 


“PROGRESSIVE EDUCATION” IN 
PURIFYING AND RE-USING AIR 
SAVES $5,000 YEARLY ON HEATING 


Architects — Nichols & Butterfield, West Hart- 
ford; Perkins & Will, Chicago 


Mechanical Engineers — Marchant & Minges, 
West Hartford 


General Contractor — A. F. Peaslee, Inc., 
Hartford 

Heating Contractor — Thos. G. Shaffer, Inc., 
Hartford 

Sheet Metal Contractor — Automatic Refriger- 
ation Co., Hartford 

Pur Air Representative — Augur, Jones & 

Green, Hartford 


N. Cassady at Eighth Columbus 19, Ohio 
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In Cafeteria Building No. 86, Architectural 
Terra Cotta, 16” x 16”, was specified as a 
colorful, sanitary facing for lobby, cafeteria, 
service dining room, service pantry, kitchen, 
dishwashing room, vegetable preparation room, 
and service counters A & B. 


MERCK AND COMPANY, INC. 
Rahway, N. J. 

The Ballinger Company—Architects 

Fred J. Brotherton, Inc,—Builders 
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COMPARISON CHART 


Architectural Any other 
Terra Cotta facing 
& Ceramic Veneer material 


COLOR 
TEXTURE 
ie) 

APPEARANCE 
PERMANENCE 
PRICE 
LOW COST MAINTENANCE 


: 


= 


\ 


See... compare... and consult FEDERAL SEABOARD! 


GAA 


Every way you look at Architectural Terra Cotta, or Ceramic Veneer, 
these versatile building materials offer outstanding advantages. You 
can specify any color under the sun... select just the right texture 
.-.and design in large units or small, for interiors or exteriors. You 
will keep initial costs in line and maintenance at a minimum. The 
original richness and beauty of the fire-hardened, glazed surface can 
be retained indefinitely by simple soap-and-water washings. Whether 
you're designing housing or hospitals, industrial plants, schools or 
business buildings, consult Federal Seaboard today. 


Construction detail, data, color samples, estimates, advice on pre- 
liminary sketches, will be furnished promptly without charge on 
Architectural Terra Cotta and Ceramic Veneer. 


FEDERAL SEABOARD TERRA COTTA CORPORATION 


10 East 40th Street, New York 16, N. Y. 
PLANTS AT PERTH AMBOY AND SOUTH AMBOY, N. J. 


..- Toilet Compartments 
help keep toilet room 
environments new always 


Sanymetal NORMANDIE 
Type Toilet Compart- 
ments endow a toilet room 
environment with dignity 
and good taste 


Sanymetal CENTURY Type Ceiling Hung Toilet Com- 
portments offer the utmost in sanitation and provide 
modern, distinctive toilet room environments for schools, 
institutions, terminals and other public buildings. 


Sanymetal ACADEMY Type Toilet Compart- 
ments are suitable for conservative but modern 
toilet room environments in all types of buildings. 


Sanymetal ACADEMY Type Shower Stalls 
and Dressing Room Compartments > 
provide the utmost in sanitation for gymna- 
siums, stadium dressing rooms, Y.M.C.A.’s, 
clubs, trailer camps, tourist motels, etc. 


[eS 


-Sazymeral USES TWO FULL-PURPOSE METAL BASE 


MATERIALS FOR TOILET COMPARTMENTS AND SHOWER STALLS 


This is Sanymetal 


“TENAC” 


(Baked-On Paint Enamel over 
Galvanized Bonderized* Steel) 
A metal base material that 
is notable for the positive 
adhesion of the baked-on 
paint enamel to the metal 
and its resistance to corro- 
sion, Its lustrous, protective 
finish assures long-lasting 
newness. Available in 21 
attractive colors. 


The toilet room environment that stays new is the 
toilet room in which the most suitable type of toilet 
compartment available has been installed. Toilet 
compartments usually dominate a toilet room, influ- 
ence the toilet room environment and emphasize the 
utility of fixtures and appointments. The bare func- 
tional type of toilet room is inadequate according 
to today’s standards. ; 


Sanymetal offers several different types of toilet com- 
partments for creating the most suitable toilet room 
environment for each type of building. Sanymetal also 
offers and recommends Two Full Purpose Metal Base 
Materials which combine colorful attractiveness with 
long years of service life and effect important, day 
after day, savings in cleaning and maintenance cost. 
These Two Full Purpose Metal Base Materials— 
Sanymetal “Tenac’’ (galvanized, Bonderized* steel), a 
highly corrosion-resistant material; and Sanymetal 


* 


| 
| 


“Porcena” (vitreous porcelain on steel), the ageless 
and fadeless, rust proof material—represent years of 
engineering research and skillful adaptation by 
Sanymetal engineers of corrosion-resistant steels to 
the fabrication of new and different types of toilet 
compartments. Ask the Sanymetal representative in 
your vicinity for helpful suggestions for planning 


Suitable toilet room environments. 


THE SANYMETAL PRODUCTS CO., INC. 
1687 Urbana Road + Cleveland 12, Ohio 
Sanymetal Catalog in two Sweet's Catalog Files: 
Sweet’s Architectural File 

Sweet's Industrial File 

Sanymetal Toilet Compartments embody 
the results of specialized skill and experience 
in fabricating over 500,000 toilet compart- 
ments for all types of buildings. Ask the 
Sanymetal Representative in your vicinity 
Jor information about planning suitable 
rest room environments that wll always 
stay new. Refer to Sanymetal Catalog 732 
in Sweet's Architectural File for 1953 and 
Catalog*2?in Sweet's Industrial File for 1953. 


TOILET COMPARTMENTS -+ SHOWER STALLS - DRESSING ROOMS 


#Troated with ‘*Bonderite’’, n product of Parker Rust Proof Co. 


ZROC 


For Long Life- Bright Colors-Low Cost — 


..ina class by itself — 


East Ridge Elementary School, Sweetwater, Texas, with modern floors of Azrock 


School traffic and usage constitute a rugged test for 
any type of flooring. Only a real tough flooring can 


take the scuflling, pounding traffic of school children. 


Azrock is that kind of floor. It’s a better asphalt tile 
— with a better, smoother, easier-to-clean surface — 
with brighter, more attractive colors — with built-in 
resistance to alkali and moisture. And, it costs no 


more than ordinary asphalt tile. 


There is an Azrock Flooring Product for every 


specialized school area. Azphlex, the vinylized 


“Asrock Makes Fine Floors” 


greaseproof tile, is ideal for kitchens and food-serving 
areas. Duraco is specially built to stand up under grease 
and oil abuse and the heavy usage in vocational shops. 
Vina-Lux adds beauty, smartness and top-drawer 
quality to public lobbies, community rooms, libraries, 


and other dress-up areas of the modern school. 


Before you write specifications for school 
floors, investigate Asrock Flooring Products. 
Samples and detailed information sent on re- 
quest without obligation. 


UVALDE ROCK ASPHALT co. 


FROST BANK BUILDING 
Makers of AZROCK e 


e SAN ANTONIO, T 


AZPHLEX © VINA-LUX © DURACO . 


N jf, Ni 


their counterp 


Cleaver-Brooks test-pit team mak- 
ing final inspection of latest self- 
contained boiler before shipment. 


HIGH SCORES ... on factory and on-job tests guarantee 
greatest return from boiler investment 


When test pilots give the familiar 
“0.K.” — that’s the sign of proven 
performance. It’s the same with boil- 
ers in the Cleaver-Brooks plant. Only 
after accurate, thorough inspection 
and testing under actual operating 
conditions do boilers get the final 
“O.K.” from experienced test engi- 
neers. That’s why you get guaranteed 
80% efficiency from your Cleaver- 
Brooks boiler. 

A record of this test is available 
to every buyer on request. In fact, 
you as a buyer, consultant, or con- 
tractor are invited to witness the 
actual test on your Cleaver-Brooks 
boiler before shipment. 


And further, Cleaver-Brooks boil- 
ers are placed in operation at the 
job site by factory service engineers 
who check installation, train your op- 
erators and make complete and de- 
tailed field tests. 

So, when you buy a boiler, insist 
on factory tests as well as field service 
tests by qualified engineers. 
There is no better way of insur- 
ing yourself of the very best 
value money can buy and the 
greatest return from your boiler 


Available for oil, 
ges and combi- 
nation oil/gas 
firing. 


investment. Look to Cleaver-Brooks, 
the leader in the “Packaged” Boiler 
field for two decades. Write today 
for latest Catalog AD-100. 


CLEAVER-BROOKS COMPANY 
Dept. L-337 E. Keefe Ave. 
Milwaukee 12, Wisconsin, U.S.A, 
f 
| 


Cleaver-Brooks 


Originators of the 
Self-Contained Boiler 


BOILERS — STEAM OR HOT WATER — FOR HEATING AND PROCESSING IN SIZES FROM 15 TO 500 HP, 15 TO 250 PSI 
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Crossett pine timbers of dense structural are engineered to specified 
stress values for timbered mill construction or laminated truss and 
arch units. 

Timber construction costs less. It is flexible, expedites erection, 
resists combustion. In small timbers and dimension, augmented with 
Teco Ring Connectors and Grids, it provides excess load bearing 
strength for light commercial and residential roof 


truss construction. 


Prompt deliveries in untreated, WOLMANIZED 
and Creosoted stock, conforming to SPIB stand- 
ards; full qualifications for Federal Specifications 
MM-L-751b. 


For data and information, address: 
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Uheniti Big Sticks 
| for Big Jobs, 
\ call CROSSETT 


Architect groups meet 
at Biloxi, Lake Placid 


One hundred and ninety architects of the 
Gulf States Region pulled into Biloxi, 
Miss. for a conference held in honor of 
second ATA Vice President Howard Eichen- 
baum. “the man who conceived the idea of 
regionalism within the AIA and made il 
work.” The group enjoyed itself in sea and 
surf, visited Louis Sullivan's Ocean Grove 
cottage, pulled in a formidable panel of 
experts to try to comb out the complex 
threads of regionalism in architecture. In 
the end threads were still tangled, but in- 
teresting remarks had been made. By Hod- 
ding Carter, editor-publisher of the Delta 
Democrat Times, Pulitzer Prize winner, 
and well-known author on the South: “The 
time of Southern isolationism is past, but 
regionalism remains strong. It rests on a 
homogeneous population and tradition, not 
just on climate, and the Southern citizen 
of the US is more often of solid yeoman 
ancestry than cavalier.” 

Said Richard J. Neutra, visiting Cali- 
fornia architect: “Does not regionalism de- 
pend rather on a fixed society and is not 
the new industrialism bringing flux?” 
Neutra’s theory: people living in southern 


climes develop more savoir vivr ater 


love of all the arts. They have the mission 
of transmitting culture to more northern 
neighbors as did Greece to Macedonia, as 
did Rome to Northern Europe. Said Archi- 
tect Paul Rudolph of Sarasota, Fl 


“The Harvard house, the same in Australia 
as it is in Boston, is no real answer for the 
South. Our materials and equipment may 
be national but our forms are best local.” 

The jury found itself giving awards in 
pairs to three firms: To Sherlock, Smith & 
Adams for their “cow coliseum” and a 
tractor plant at Montgomery, Ala.; to Archi- 
tects Curtis & Davis for their proposed 
Thomy Lafon School and for their develop- 
ment houses for Builder Fred Laucks in 
New Orleans; to A. L. Aydelott & Asso- 
ciates for their office at Memphis and for 
their L, T. Hord house. 

Over 400 architects of the Empire State 
registered at the New York Association of 
Architects meeting at Lake Placid, creat- 
ing a regional meeting all by themselves. 
So bright was the weather, it was a good 
session when more than 50 heads could be 
counted. Architect Dan Schwartzman was. 
meanwhile, reported to have painted golf 
balls red for use in snow. Intensely busi- 
nesslike, the New York architects concen- 
trated on such subjects as the progress of 
the statewide building code. the question 
of requiring a loyalty oath for architects 
(it was referred back 


seeking reg 


continued on p. 60 
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YONKERS, N. Y. PLANT 


HARRISON, N. J. PLANT 


OTIS SETS A GOAL 
for a second century of progress 


100th Anniversary statement to the employees and 
stockholders of the Otis Elevator Company by the 
President, LeRoy A. Petersen. 


The year 1953 is for Otis both an end and a beginning. It 
is the end of a century during which the name, Otis, became 
synonymous with the word, elevator; it is the beginning of 


OCTOBER 1953 


a second century of continued Otis leadership and develop- 
ment in the field of vertical transportation. 

During the past hundred years, the men and women of 
Otis have, by hard work, trial and error, and occasional 
flashes of genius, built a company and a product of which 
we today have just reason to be proud and, in the doing, 
they have contributed greatly to the building of their 
country. 


(continued on next page) 
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the Otis heritage 


During this first century, there evolved an Otis organization 
whose character reflects the composite character, judgment 
and ideals of those leaders of the past who, generation after 
generation, selected and trained and inspired this organiza- 
tion. It is an organization whose roots go deep into the past, 
and which has a tradition of loyalty to the Company not 
easily understood by those who are not a part of it. 

Similarly, the organization of the future will, to a con- 
siderable degree, reflect the judgment, character and ideals 
of those who now have a voice in the selection and training 
of those who will follow us. Clearly, it is our obligation to 
pass on to our successors an organization no less qualified 
for their task than the organization which we inherited and 
with which we have had the privilege of working. 

During the past century, Otis established and maintained 
a reputation for designing, manufacturing and installing 
Ithe best elevators available. At the same time, we built a 
reputation for trustworthy performance and fair dealing, 


which resulted in our becoming not only the world’s largest 
producer of elevators but also a producer whose product 
commands a premium price. 

That this position is not the result of chance, but rather 
is the result of a deliberate policy and of a conscious goal, 
is evident from the objectives outlined by Charles Otis in 
1877: 

“Tt should be our aim”, he said, “to make our work satis- 
factory to our customers, not alone until we get our pay for 
each particular job, but until we get paid for every job we 
ever intend or expect to do for anyone, to the end of time; 
to get every customer we can and to keep every one we get 
—both for his work and for his influence. 

“We must keep in mind”, he said, “that the great objects 
of doing business are (1) to give occupation, (2) to achieve 
success, and (3) to make money, and that we shall not 
accomplish very much of the first two of these objects if 
we fail in the last.” 


# UA 
SOME oris fiihor THE FIRST HUNDRED YEARS 


language. 


1853-—Elisha nted the first safe 
elevator. It was eq a safety device to pre- 
vent the elevator from fal ‘the ropes should break, 
which was a frequent occurrence in those days. Until 
a safe elevator became available, buildings and cities 
hed grown vertically only as high as people were 
willing to climb stairs. 


1878—the first high speed hydraulic elevator, introduced 
by Otis Brothers and Company made the first “skyscrapers” 
economically possible. These elevators were capable of 
higher speeds than the then existing methods of control 
made it practicable to use, and car speed was, therefore, 
limited to 700 feet per minute. 


1889—the first Otis electric drum elevator was installed in 
New York City. The application of electricity to elevators made 
possible many new types of control, and the use of electric door 
interlocks added greatly to elevator safety. 
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1900—The first Escalator 
Elevator Company at the 
awarded a grand prize. 
“Escalator” remained an Otis 
but is now in common use as a pa 


1892—tThe first elevator to be controlled by variable voltage 
supplied by a separate motor generator was installed by Otis 
Brothers and Company in New York City under license from 
Ward Leonard. This type of control, which is now used on all 
high speed Otis elevators, provides smooth and rapid accelera- 
tion and retardation and contributes immeasurably to the 
quality of operation. 


1903—tThe first electric gearless traction machine was developed and 
installed by Otis. Gearless traction machines can be used for any de- 
sirable speed and rise and are extremely durable, To our knowledge, 
no Otis gearless machine has ever worn out. 


[915—The first self leveling, or Micro-Drive, ele- 

were developed by Otis engineers and enable 
r and freight elevators to be brought to 
e stop at floor landings and to maintain 
automatically. This development saves 
ates the stumbling hazard and permits 
to run smoothly on and off an elevator 
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1953 —The first traffic duplicating equipment 
was designed by Otis engineers to facilitate re- 
search and to demonstrate elevator perform- 
ance. This electronic device is used to impose 
upon a group of model elevators in any desir- 
able order all of the traffic conditions that, 
under any circumstances, could be created by 
the passengers in an intensive service office 
building. It then demonstrates by actual per- 
formance how such traffic is handled by Otis 
Autotronic—Without Attendant—Elevators with a 
fully automatic electronic group supervisory 
system, 

This ingenious electronic device is effect 
not only in demonstrating the performa 
existing equipment, but, by providing O 
gineers with a laboratory which fur: 
prompt and accurate reading on the ut 
new developments under actual operating ¢o 
ditions, it gives added assurance that the Otis 
leadership which has been so outstanding in 
the past will be continued in the years to come. 


1950—the first group supervised intensive 
service elevators, designed to operate without 
attendants in the cars and equipped with elec- 
tronically protected car and hatchway doors, 
were installed by Otis Elevator Company in the 
Atlantic Refining Company Building in Dallas, 

xas. Such Autotronic—Without Attendant— 
tors have demonstrated their ability to 
cellent service and to save up to 
operating costs per elevator per year. 


1948—the first automatic and electronic super- 
visory system (Autotronic®) was developed by 
Otis to secure maximum quantity and quality of 
performance from a group of intensive service 
elevators and to vary the plan of operation’ to 
suit the changing requirements of the traffic, 


atthe desired floor. 


1925—The first full Collective Control elevators were developed 
by Otis, primarily for use in apartment houses and hospitals, 
These elevators are passenger operated but furnish service sub- 
stantially equivalent to that secured with an attendant operated 
elevator, 


1924—the first Signal Control elevators, developed and installed by Otis, 
enable elevators to operate with speeds in excess of 700 feet per minute and 
to stop accurately and automatically in response to the pressure of hall or 
car buttons, 
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our goal for the future 


At the beginning of our second century of operation under 
the name of Otis, it is appropriate to consider what we now 
regard as our purpose and objective and what we now be- 
lieve to be the justification for our continued existence. 

Without attempting to be epigrammatical, it seems to me 
that our objective should be: 

To build the best products in our field; to continually 
improve these products in design and in method of pro- 
duction and installation so that they can continue to be 
sold at a profit sufficient to 


(a) permit payment to investors of a return on their 
investment which will furnish an adequate incentive 
to save and invest in this or other useful competitive 
enterprises, 


(b) permit stable employment of a carefully selected 
and trained organization, 


(c) make possible such wages, salaries and working 
conditions as will result in the maximum incentive 
and capacity for production for the ultimate good of 
the greatest number. 


This objective is based on the belief that the greatest good 
for the greatest number can result only from maximum pro- 
duction of useful goods equitably distributed. It is also 
based on the belief that maximum production is obtainable 
only through competitive enterprise, with such incentives 
as are necessary to prompt capital to provide the required 
tools and to stimulate all types of labor to the greatest pos- 
sible productive effort consistent with their spiritual and 
physical well being. 

It will be noted that, in common with Mr. Charles Otis, 
it is recognized that, first and foremost, the purpose of a 
business must be to satisfy its customers to the end that they 
will continue to buy the product at a profitable price. Fail- 
ing in this, all other objectives must be abandoned — includ- 
ing the fundamental objective of continued operation. 

Obviously — a successful business must provide for its 
own future existence, if it is to accomplish anything else. 
However, mere existence is the minimum requirement. The 
real justification for a company’s survival must be measured 
by the contribution which it makes to the general welfare. 

In common also with Mr. Otis, we recognize the im- 
portance of providing employment—but only when em- 
ployment results in, or contributes to, useful production or 
gratification of human needs. Employment which merely 
wastes time is a criminal waste of human lives and human 
energy and is grossly inconsistent with the objectives of a 
legitimate business. 


our personal obligation 


The ideal for which we should strive is a company which 
provides every person in its organization with frequent 
opportunity to test his maximum capacity and which pro- 
vides a constant incentive to increase that capacity and to 
devote it to useful ends. 

There is so much in this world that requires doing and 
the doing of it requires so much human energy and intelli- 


(continued on next page) 
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gence that we cannot tolerate that which wastes this energy 
and intelligence and which stultifies the ambition which is 
necessary to make it do useful work. We must measure our 
own individual success not primarily by the position we 
attain but by the extent to which we are utilizing to the 
utmost the talents and capacity with which we are in- 
dividually endowed and also by the extent to which we make 
it possible for others to do the same thing. 


the role of competitive enterprise 


The United States has reached a position of world leader- 
ship primarily, I believe, because, throughout the greater 
part of its history, emphasis has been laid upon the im- 
portance of the individual and upon the importance of 
maintaining individual opportunity and powerful incentives 
for individual effort and accomplishment. The resulting 
competitive enterprise has produced a standard of living 
and a capacity for production the like of which the world 
has never seen. 

Nevertheless, there has arisen a contrary philosophy, 
backed by the ruthless power of a foreign dictator state, and 
the American system of living and producing is on trial 
before the world. 


the challenge to American business 


Now, at long last, the American people have once more 
called upon American business men to restore the faith of 
the country in the basic principles upon which our nation 


was established and to stage such a demonstration of the 
advantages of democratic competitive enterprise that the 
fallacy and folly of socialism and communism will be self 
evident to all the people of the world who are free to learn — 
and, ultimately, even to those behind the iron curtain. 

It is a crisis greater than any previously faced by the 
American people and a challenge to the business men of 
the country which they must accept or fail miserably in the 
defense of the principles in which they have professed a 
profound belief. 


our share of the job 


As a part of the business world, we share in the obligation 
to demonstrate the superiority of our system of democratic 
competitive enterprise in providing for the general welfare. 

Our share in this demonstration is to so work and so 
manage the affairs of our Company as to help raise the level 
of accomplishment of the business community. Then con- 
fidently, aggressively, persistently and intelligently we must 
acquaint, first of all the people of our own country and then 
the other people of the world, with what business is, has 
done and can do and the vital part which business has played 
and must continue to play in building up and maintaining 
the standard of living, way of life and defense of our country. 

The Otis Elevator Company is to thousands of employees, 
stockholders and customers a representative of business and 
an example of the operation of the competitive enterprise 
system. It should be our purpose to make that example a 


good one. 


President 
OTIS HAS PLANTS ALL OVER THE WORLD 

United States— Yonkers, N. Y. + Harrison, N. J. 
Canada France Germany Mexico Argentina Uruguay 
Hamilton Bezons Berlin-Borsigwalde Mexico City Buenos Aires Montevideo 
England Italy Australia Japan Brazil Union of South Africa 
London Milan Sydney Tokyo Rio de Janeiro Wadeville 

Naples Sao Paulo 

executive offices: 


260 11th AVENUE, 
NEW YORK 1, N. Y. 


OTIS ELEVATOR COMPANY 


Offices in principal cities all over the world 
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again (cree stone Corrugated 


cuts construction 
time 
and costs... 


New Superior Foundry Co. Building 


with Sidewalls of Çzzey sloze . 


“Raze our old frame building and erect a new building 
with 60,000 square feet of floor space on the site, Do 
it fast to hold our production ‘time out’ at a bone-bare 
minimum! And do it within our budget!” That's the 
job engineers Christian, Schwarzenberg and Gaede and 
general contractor Sam W. Emerson were asked to 
tackle by Superior Foundry Company, Cleveland, Ohio. 
And — they did it! In record time! In a mere six weeks 
a new steel, brick and Careystone building was humming 
with production, A perfect example of the miracles 
American ingenuity can accomplish. And an eye- 
opening demonstration of Careystone’s many virtues, 
Careystone — made of asbestos and Portland cement — 
posed no “availability” problems, Corrugated for great 


THE PHILIP CAREY MANUFACTURII 


VALUABLE CAREYSTONE MANUAL 
+ + « YOURS FREE ON REQUEST! 


84 fact-crammed pages listing uses for Careystone 
Corrugated, erection details, estimating procedures, 
Hundreds of "how to" diagrams. Send for your 
FREE copy right away. 


.- BUILT IN ONLY 6 WEEKS! 


structural strength, it is quick, easy and inexpensive to 
apply . . . comes in big sheets that cover fast, can be 
applied over wood or steel framing. It won't burn, rust, 
rot, corrode, nor can termites or rodents damage it. 
Exposure to weather actually strengthens it! Thus 
Careystone loaned these many virtues to the need for 
speed , . . will provide fire-safety and protection for the 
life of the building, without one cent for maintenance! 
If there’s a new plant in your plans — or additions to 
facilities you own — give serious consideration to the 
advantages only Careystone can deliver. Ask your Carey 
Industrial Sales Engineer for our new fact-filled manual, 
Or, if you wish, fill in and mail the coupon for your 
copy today! 


, LOCKLAND, CINCINNATI 15, OHIO 


In Canada: The Philip Carey Co., Ltd., Montreal 3, P, Q, 


THE PHILIP CAREY MFG. COMPANY 
Department AF-10 
Lockland, Cincinnati 15, Ohio 


Please send me a FREE copy of the Careystone Manual, It is understood 
that this will not obligate me in any way. 


MAIL COUPON TODAY FOR YOUR FREE CAREYSTONE manvat ee 


FROM THE HOUSE OF CAREY è SERVING INDUSTRY SINCE 1873 
Built-up Roofing + Super-Light 85% Monolithic Magnesia Insulation * Careyduct 
Asphalt Paints and Coatings e Industrial Flooring e Elastite e Careystona As- 
bestos-Cement Flat and Corrugated Sheets 
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When you’re figuring 
pipe specifications 
for schools—Remember... 


WROUGHT 
IRON OTHER 
PIPE PIPE 
INSTALLED. é 
YS cos. 5100 #90 
REPAIRS NONE 30 


“iTS BETTER TO 


DO IT RIGHT, 
THAN TO DO ITOVER 


This poor boy doesn't know how 
to add . . . he’s like a lot of 
people who make the mistake of 
using the wrong piping mate- 
rials. They forget that the real 
cost of the installation is first cost 
plus repairs .. . and that the 
only real yardstick of economy 
is the cost per year of service. 


The smart people, those who 
really know their arithmetic use 
BYERS Wrought Iron pipe for 
corrosive applications. In the 
home . . . commercial and insti- 
tutional buildings . . . in plants 
and factories. Remember—it's 
never good economy to do a job 
over. By using Byers Wrought 
Iron pipe to begin with, your 
piping problems are solved from 
the start. 


Want a brief, interesting 
story of the what—why— 
and where of this durable 
material? Ask for booklet, 
“The ABC's of Wrought 
Tron.” Write: A. M. Byers 
Company, Clark Building, 
Pittsburgh 22, Pa. 


YERS 


WROUGHT IRON 


to the chapters), and public relations. 
Said George Bain Cummings on public 


relations: “An architect can promise to 
meet the cost equation if, and only if, he is 
given control of one of three terms that 
enter the equation: quantity, quality and 
cost. For example, given a quantity of 
building to be achieved at a price, he can 
raise or lower quality to match; given a 
quality and quantity of building, he must 
be free on cost; given a quality and cost, 
he can determine how much can be built.” 


AIA approval for ads 
asked again in Michigan 


At AIA’s Seattle convention in June, the 
resolutions committee headed by Paul Ger- 
hardt of Chicago was criticized for pigeon- 
holing several proposals, one of them a 
Michigan recommendation to ease the insti- 
tute’s prohibition against paid advertising. 

Last month at its annual conference in 
Detroit, the persevering AIA Great Lakes 
regional council blueprinted another attempt 
to modernize this institute rule. It adopted a 
resolution to go to the AIA board of directors 
urging approval for limited advertising under 
the following substitute rule: 

“One may enter into paid advertising in a 
publication issued on behalf of the owner of 
a project on which he was architect, provided 
that copy is devoted entirely to promotion of 
the interests of the profession as a whole, i 


of such a nature as to inform the public of 


the beneficial services architects can render to 


society, and that no mention is made of the 
individual architect or firm, except for the 
signature.” 

For background the resolution stated that a 
similar proposal “was dealt with rather sum- 
marily at the Houston convention (1949) 


despite the fact that opinion, to say the least, 
was divided.” It also declared “the institute 
should take a more realistic view of this 


phase of advertising, as it has done with re- 
spect to advertising in publications sponsored 
by it and its components.” 

In many instances, said the resolution, the 
present rule creates a condition that “tends to 
give the impression the institute is not realis- 
tic, progressive or businesslike.” Example: an 
architect designed a newspaper plant addi- 
tion, but when the owner asked the architect 
if he would take space in a special edition 
featuring the building, the architect had to 
reply that he was forbidden to do so. The 
resolution said the limitation to publications 
“by or for the owner” should still protect the 
architect “against solicitation from other pub- 
lications of a purely commercial nature.” 

Last May the AIA Journal printed a short, 
“opinions are solely those of the author” ar- 
ticle by Architect Herman Charles Light of 
Los Angeles: “Is Our Code of Ethic 
’ Wrote Light: “Paid adve 
is a real headache. Have you ever r 


‘Con- 


temporary’? 


studied this rule? Can the paid public rela- 
tions counsels of many large offices qualify? 


continued on p. 62 
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THE NEW SLANT 


IN CHALKBOARDS 
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y 
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aa CHALKBOARDS 


> CORKBOARD 
I THE OTHER 


Modern styling and flexibility keynote 
this new Vers-A-Tilt chalkboard by 
Claridge. Incorporating a tilted surface 
to eliminate glare from natural and arti- 
ficial light, the board itself is reversible, 
enabling the unit to be used as a chalk- 
board or tackboard. The Vers-A-Tilt 
promotes better penmanship since stu- 
dents assume a more natural writing 
position. 

A completely prefabricated unit, the 
new Vers-A-Tilt is installed in minutes; 
installation costs cut 75% and more. 
Without any major alterations, as re- 
quired by conventional chalkboards, the 
entire unit can be changed from a 1st 
grade height to that of an 8th grade in a 
matter of minutes. 


Write today for complete details on 
the Vers-A-Tilt Chalkboard and the 
full line of Claridge Chalkboards 
and Bulletin Boards. 


1 id 
EQUIPMENT COMPANY 
4608 W. 20TH ST. + CHICAGO 50, ILLINOIS 
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ROLLING 


Rolling Steel Doors 


Standard or Automatic Underwriters’ Labeled Types! 


Mahon Release Device on 
the Choin-Gear Operator 
of a Mahon Mechanically 
Operated, Underwriters’ 
Labeled, Automatic Rolling 
Steel Fire Door. Fusing of 
the Fusible Link, which 
releases the Automatic 
Closing Mechanism, simul- 
toneously disengages the 
Chain-Gear Operator, 


STEEL 


Three Mahon Underwriters’ Labeled, Auto- 
matic Rolling Steel Fire Doors installed on 
openings to an enclosed truck loading dock in a 
new plant for Towne-Robinson Nut Co., Detroit, 
Designers. The 
Austin Company, Cleveland, Ohio, Gen. Contrs, 


Mich, Austin Engineers, inc., 


DOORS 


Mahon Release Device and 
Governor on the Automatic 
Closing Mechanism of a Mahon 
Underwriters’ Labeled Rolling 
Steel Fire Door. In case of fire, 
Fusible Links release the closing 
mechanism and the door 
closes automatically. 


ARCHITECTURAL FORUM + OCTOBER 1953 


g 


Manually, Mechanically, or Power Operated 


Below you see three Mahon Automatic Underwriters’ Labeled 
Rolling Steel Doors installed on fire-wall openings of an enclosed 
shipping dock. These doors normally remain open, but are equipped 
with mechanical chain-gecr operators which permit closing or 
opening at will. If a fire should occur while they are in the open 
position, they automatically close and prevent the spread of fire 
through the openings. This is one use for one type of rolling steel 
door. Many types are produced by Mahon to meet virtually any 
door requirement. Mahon quick-opening, quick-closing power 
operated rolling steel doors offer more desirable features than 
any other type of door... the vertical roll-up action utilizes no 
usable space either inside or outside the door opening. There are 
no overhead tracks or other obstructions to interfere with crane 
operations. No other type of door offers these advantages of space 
economy and compactness in operation. In addition, rolling steel 
doors are permanent—their all-metal construction assures a lifetime 
of trouble-free service and maximum protection. When you select a 
rolling steel door, check specifications carefully . . . you will find many 
extra-value features in Mahon doors. See Sweet's Files for complete 


A information including Specifications, or write for Catalog G-54. 


f 


SHUTTERS 


MAHON 


THE R- C: MARON COMPANY 


Detroit 34, Michigan @ Chicago 4, Illinois @ Representatives in all Principal Cities 
Manufacturers of Rolling Steel Doors, Grilles, and Automatic Closing Underwriters’ Labeled Rolling 
Steel Fire Doors and Shutters; Insulated Metal Walls and Wall Panels; Steel Deck 
for Roofs, Partitions ,and Permanent Concrete Floor Forms, 


E aro z mE sti $ 


AND GRILLES TO MEET EVERY REQUIREMENT 


— 


a es = No needle 
=—@ to thread.. 


Loading Dock—Firestone Tire & Rubber Co. 


General Contractor— Building Constructors, Inc. 


Plans by Firestone Memphis, Tenn. 


How often truckers complain—“It’s like threading a needle to 
back to their loading dock”! Not with Byrne Doors, however! 


Byrne doors are designed especially for your industrial building 
applications and to meet any size requirement. They are motor 
operated, upward acting, suspended by cables which transmit 
dead loads to compact counterweights. They offer lifetime 
economies to industrial management by providing: 


SWIFT OPERATION using minimum operating power. 


SNUG WEATHERING permitting reduced initial investment in heating plants 
and effecting substantial fuel savings. 


MINIMUM MAINTENANCE costs which have run less than Y4 of 1% to 1% per 
annum over periods of 15 to 20 years. 


SPACE SAVING permitting full use of enclosed floor 
area and forming canopies, which add to the effec- 
tive working space during mild weather. 


COMPLETE SAFETY of multi-cable, balanced sus- 
pension; rigid construction to withstand hurricane 
wind velocities; automatically self-locking operator 
mechanisms and overload relays. 


BYRNE TYPE B CANOPY DOORS 


pening: 20’ w 


For other Byrne Door applications consult Sweets 
Catalog or write directly for free brochure. 


vo. 1 BYRNE doors, inc. 


1421 East 8 Mile Road, Ferndale, Detroit 20, Michigan 


Or do some of the form letters, mailing pieces, 
etc., meet the spirit of this rule? Is paid ad- 
vertising a matter of degree for those who can 
afford a ‘huckster’? . . . Let’s make our code 
consistent with architecture as practised. 
What good is a public relations program if 
the public encounters practices contrary to 
stated rules or in opposition to the needs and 
requirements of present-day good business?” 


AIA polls its chapters 
on social security coverage 


For years the AIA has opposed extension 
of social security coverage to architects. But 
now it realizes its members are of two minds 
and is polling its chapters to learn the 
majority viewpoint. Armed with this infor- 
mation it will testify for or against a new 
Administration proposal to bring under the 
act more than 10 million self-employed per- 
sons, including architects and engineers. 

Results of the poll have come in slowly and 
AIA cautions that the first 20 chapters to 
reply are too small a percentage of the 
membership to be conclusive. Among these, 
however, 12 are in favor of coverage for 
architects, eight opposed. 

Architect opposition frequently stems from 
the provision that rules out the payment of 
monthly retirement benefits to a 65-75-year- 
old person as long as he continues to earn 
more than $75 a month; after his 75th 
birthday, however, he can earn any amount 
and still be eligible for benefits. 

Says one spokesman for the opposition: 
“Many of us reach our maximum earning 
power at 60 to 65 and many, if not the 
majority, can continue a useful practice for 
some years after 65, in which case we would 
receive no retirement benefits. 

“Most important, an architect may be able 
to obtain social security coverage through 
employment before 65 with some other busi- 
ness. which even under present law. would 
permit him to draw social security benefits 
and still practice architecture after 65. 
ocial security benefits are not large—a 


maximum of $1,500 a year for a married man 
whose wife is over 65—but they are tax 
exempt, which makes them equivalent to 
$1.800 to $3,000 of income from other 
sources.” 

Greatest advantage of social security for 
many persons, particularly for younger peo- 
ple, is its survivorship payments. These can 
become effective after paying taxes for only 
18 months and can give a widow and de- 
pendent children under 18 up to $1,900 a 
year. If she has not remarried, a widow over 
65 or upon reaching 65 can also draw about 
$750 a year, even though she may have re- 
ceived widow and dependent children pay- 
ments many years earlier. 

Full information about the program and 
formulas for determining retirement or sur- 
vivorship payments are available at local 
social security field offices or the social secur- 
ity board in Washington. 

continued on p. 66 
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Horizonte! *'SH*' Type 
for steam and hot water 


Horizontal Gas-Fired Type 
for natural, manufactured, 
mixed and LP gases 


"“'Vertiflow’’ Type for steam 
and hot water systems 


Cabinet type for 
steam and hot water systems 


Heating, Cooling, Air ` 
Conditioning Products for 
Home ond Industry 


Heat Transfer Products 
for Automotive, Agricul- 
tural, Industrial, Gas and 
Diesel Engine Applications 


oe 


Leaders in Heat Transfer Engineering for more than 25 years 
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FOR GENERAL PURPOSE REQUIREMENTS 


Here’s an all-purpose unit for most general heating require- 
ments... Young “SH” Type horizontal Unit Heater, avail- 
able in fourteen models, for use with steam and hot water 
systems. Heavy-duty casings are made of braced and welded 
furniture steel with rounded corners, durable baked-on gray 
enamel finish, and individually adjustable louvers. Features 
include quiet, rubber-mounted motor, spring-suspended 
mechanically bonded tube-and-fin heating element, plus 15 
other design advantages. 


Young Gas-Fired Units, with horizontal delivery, are especially 
suited for installations not requiring a boiler. Available in 
eight physical sizes these units feature aluminized steel con- 
struction. Molten aluminum is permanently bonded to steel 
base metal in both combustion chambers and heat exchanger, 
to withstand the corrosive effects of gases and high tempera- 
tures. Approved by the AGA for use with either natural, 
manufactured, mixed and LP gases. 


FOR DELIVERING HEAT 
FROM HIGH CEILINGS 


Where direct, downward distribution of heated air is desired 
. +. above craneways and other high-ceiling installations .. . 
Young “Vertiflow” Unit Heaters should be specified. Seven 
models, for use with steam and hot water, may be equipped 
with several types of adjustable diffusers and Anemostats for 
various heating patterns. Exclusive ventilating stack surrounds 
motor with cooler room air, prevents failure due to over- 
heating. Features quiet operation, mechanically bonded tube- 
and-fin heating element, etc. 


FOR WARMING COLD SPOTS WHERE 
APPEARANCE IS IMPORTANT 


Lobbies, vestibules and similar installations require unit heater 
performance, plus an attractive appearance. For these Young 
offers Cabinet Units with three sizes in each of three cabinet 
styles for use with steam and hot water systems. With acces- 
sories, these units may be wall-hung, inverted wall-hung, 
ceiling mounted, free-standing, with ducts, inlet grilles, etc. 
Features quiet operating blower assembly with entire unit 
designed for ease of installation. 


For further information, including 
ratings, dimensions, construction 
features, etc., see your nearest 
Young Representative or write for 
free catalogs. 


YOUNG RADIATOR COMPANY 


Dept. 603-K + Racine, Wisconsin 


Plants at Racine, Wisconsin and Mattoon, Ilinois 
Sales and Engineering Representatives in All Principal Cities 
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EZRA STOLLER 


Architect: James R. Edmunds, Jr. 

Baltimore, Maryland 

Contractor: Consolidated Engineering Co., Inc. 
Baltimore, Maryland 


aa owr catalog in 


9 


write lor copy 
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AY WUT ZLER’S 


Tie architect for this fine, new Hutzler Brothers Store in Baltimore, Maryland, employed Peelle Motorstairs both 


functionally and decoratively. Off-the-street parking with entrance 
at the basement level was made possible by Peelle Motorstairs, and these handsome 
stairs were also used effectively as a design element, 


In well-planned buildings everywhere, the Peelle Motorstair is furnishing smooth, 

safe, economical floor-to-floor transportation. It is based on an advanced engineering 
design which results in many years of smooth operation with a minimum of maintenance. 
The new Type “C” Motorstair illustrated can be furnished in twelve color 
combinations. The exclusive Peelle all-metal safety handrail 

adds a striking two color accent to the beauty of the entire stairway. Write for details, 


PEELLE MOTORSTAIR DIVISION 


THE PEELLE COMPANY 
47 STEWART AVENUE, BROOKLYN 37, NEW YORK — OFFICES IN PRINCIPAL CITIES 
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Offices and warehouse of Peirce-Phelps, Inc., Philadelphia, Pa., 
distributors of heating equipment and appliances. Construc- 
tion: Robert E. Lamb & Son, Inc., Philadelphia, Pa. Windows: 
Lupton Steel Architectural Projected, Pivoted and Fixed. 


Time after time, research into why a 
new building has Lupton Metal Win- 
dows reveals that the architects have 
“used them before . . . liked Lupton 
Windows ... liked Lupton service . . . 
and liked Lupton prices”. 


Such was the case with the new Peirce- 
Phelps buildings in Philadelphia, with 
their 329 Architectural Projected Win- 
dows in the offices and the 378 Pivoted 
and Fixed Windows in the warehouse. 


In the air-conditioned office section, 
costs were reduced by using a modified 
Standard Projected Window. Standard 
Lupton Projected Windows have two 
ventilators —a larger one opening out 
in the upper section and a smaller open- 
in ventilator below. By keeping only the 
lower ventilator and using a solid sheet 
of glass in the rest of the window, 


savings were made in window construc- 
tion costs. 


Helping you save costs in planning 
your window layouts is a Lupton service 
. . . through using standard units in 
unique ways. 


You know what a reputation means 
Lupton’s has been growing for 
over forty years. It’s built on quality 
and service. See the full line of Lupton 
Metal Windows in Sweet’s. There’s a 
standard unit ready, or adaptable, to 
any building you design . . . and Lupton 
Window Design Engineers are at your 
service. 
MICHAEL FLYNN MANUFACTURING COMPANY 
700 East Godfrey Avenue, Philadelphia 24, Pa. 


Member of the Steel Window Institute and 
Alaminum Window Manufacturers’ Assoc. 


LUPTON 


METAL WINDOWS 
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J Sellers makes five water heaters — each designed 


gilet 
pfied ualer 

IS A "HARD WATER" HEATER 7 
SUSTAINS HIGH EFFICIENCY 7 
HAS NO COILS? 

EFFECTIVELY COMBATS SCALE 7 


IS KNOWN THROUGHOUT 
THE COUNTRY 7 


AND IS AVAILABLE WITH 
COPPER CLAD TUBES? 


for a particular job. These two are the direct fired 
Sellers Immersion type—one the famous Immersion 
Automatic Water Heater, the other is Sellers well 
known Blast-Immersion Water Heater. Both are large 
volume heaters famous for freedom from scale—be- 
cause it’s cracked off as tubes contract and expand. 
They both employ the system of immersion firing— 
pioneered by Sellers. Gas is entirely burned inside 
the firing tubes which extend horizontally through 
the shell—completely surrounded by water. 


The Sellers Blast type is recommended where re- 
quired recovery capacity is greater and flue condi- 
tions are doubtful. However, when these conditions 
are not a problem, it’s recommended that the Selle ‘s 
Immersion Automatic Water Heater be installed— 
with reasonable care, the initial efficiency is main- 
tained year after year. Sellers is famous for this 
kind of service. 


We'd like to tell you more about these widely known 
Sellers heaters. Send for bulletins . . . 1200 and 1201. 


Send For Your Free Copy of 
“THE FACTS ABOUT HOT WATER!” 
Before you buy any water heater—send 
your letterhead for this informative story 
on water and how to heat it. It’s free— 
no salesman will call. 


ne ENGINEERING CO. WEEE 


4876 N. CLARK STREET 


“otc de | 


immersion 


Combustion Units 
‘Sfeam Boilers 
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Industrial Cas Burners Heaters 


Immersion Automatic Vertical 
Water Heaters Steam Boilers 


Immersion 
Tank Heaters 


Industrial realtors foresee 
sustained factory building 


Theme that emerged from an Eastern States 
Regional Conference of the Society of Indus- 
trial Realtors in New York this month: con- 
struction of large modern industrial plants 
should continue in very great volume through 
the next decade despite any dip this year or 
next from the peaks of the huge tax-assisted 
expansion that started in 1950, 


Some indications of the outlo 


> Former national SIR President Aime V. 
Carkhufl of Newark, N.J. cited a client who 
was operating in 13 separate buildings in onc 
location with its own power and water sup- 
ply. Continued operation in this old plant, 
however, would be a staggering 41%% more 
expensive than in a new one-story modern 
plant now being erected for the company. 
(Future of the old plant? It obviously would 
be no use to any other single-occupancy pro- 
ducer, It could only be sold to a speculator 


single floors to concerns requiring very small 


who would sell or lease single buildings or 


quarters, ) 


> Frederick B. (“Puff”) Martin of St. Louis, 
current national SIR president, estimated 
that two-thirds of the nation’s industrial 
plants are obsolete and subject to replace- 
ment within ten years. The trend to large 
regional plants will continue to give the 
South, 
Coast, a progressively greater share of the 
nation’s industrial capacity, he added. 


as well as the Southwest and West 


> New York’s “package deal” plant specialist, 
James H. Burns, looked at the intensified 
competition industry faces in the next few 
on: if labor, material and 
other costs are very rigid, “a more efficient 


years. His conch 


plant may be the only place where major 


economies can be achieved.” In other words, 
many producers will not be able to survive 
unless they buy or build new, efficient mod- 
ern plants and achieve the kind of savings 
outlined by Realtor Carkhuff. 


Samuel R. Walker, vice president of Robert 
W. Dowling’s City Investing Co., predicted 
that the pattern of future industrial loca- 
tion will be inland locations equally access- 
ible to a number of large metropolitan mar- 
kets by fast overnight or 24-hour transporta- 
tion. He cited the creation of the tremen- 
dous, strategic military supply depot at Horse- 
heads. near Elmira, N.Y., during World War 
II. This facilitated virtually overnight ship- 
ment to any port or city from Boston to 
Norfolk as convoy loading needs dictated. 
Recently he started to make an industrial 
survey in the West, said Walker, and he 
quickly came to the conclusion that the best 
place for many plants (except for local 
needs) would not be Los Angeles, San Fran- 
cisco or Portland, but Salt Lake City, quickly 
accessible to all of them without being en- 
gulfed by any of them. 

continued on p. 70 
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` Mark of a forward-looking school 
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Corridor, Lincoln Elementary School, Sterling, TMI. 
Louis Kingscott & Assoc., Architects & Engineers 


STARK GLAZED FACING TILE 


x lowers maintenance Æ lasts for life 


When you specify Stark Glazed Facing Tile for 
school interiors, you can rest assured that your 
original design concept will retain its freshness 
for years to come. 


A color scheme built into the walls with Stark 
Glazed Facing Tile will stay bright as new—this 
glass-hard surface will never fade, crack or craze 
under rough school usage. And Stark’s colors are 
“engineered” to fit a wide variety of school needs 
—ranging from glare-reduction to high light- 
reflection for a brighter environment. 


STARK Ceramics, Inc., Canton 1, Ohio 


15 East 26th Street, New York 10, N. Y. 


14305 Livernois Avenue, Detroit 4, Michigan 
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Stark Glazed Facing Tile pays for itself many 
times over in maintenance savings, too. It washes 
sparkling clean with plain soap and water, com- 
pletely eliminates the inconvenience and expense 
of refinishing big wall areas. It’s a multiple-duty 
material—provides a fireproof wall and a decora- 
tive finish in one cost-cutting operation. 


Our new brochure on Modular Masonry contains 
full specification data. To obtain one, just write 
us on your letterhead. Our reference in Sweet’s 
Catalog is 4f-St. 
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Veapunnnennnsnuaeeenamnnendnn! 


The flexibility of PG's meets 
all design requirements. Cen- 
ter line spacing ranges from 
4\m in. to 12 in. At normal 6 
in. spacing the over-all dimen- 
sion of a PG is 56 in. x 60 in. 


T PG's weigh 10 pounds each— 
are packaged four to a 
carton for easy handling. 


A NEW ANACONDA PRODUCT 
MAKES A BETTER JOB — FASTER 


Now — something new in radiant panel piping. It’s 
ANACONDA Panel Grids* (F These action pic- 
tures show how easily PG’s install. No more awk- 
ring up” of coiled tubing. The job is done 
easier and quicker with PGs. These handy and 
idaptable panel grids are conveniently packaged 
ready for inst . The machine-made prefabri- 
cated grids eliminate on-the-job bending and the 
pense of special panel-forming aids. 
PG’s are supplied in one standard size. consisting 
of 50 linear feet of % in. Type L cc tube. At nor- 
mal 6 in. spacings, PG’s are rated at 1800 Btu/hr. 


This simplifies estimating and layout. PG’s may be 


extended or contracted by hand to serve panel sur- 


face areas from 22% to 60 square feet. ~ plied for 


full details be glad to send you an 
informative booklet that will answer almost any 
question you have about this new Anaconda 
product. Use coupon, or write for Anaconda 
Publication C-6 to The American Brass Com- 


537: 


Waterbury 20, Connecticut. s 


ANACONDA PRE-FORMED 
COPPER TUBE PANEL GRIDS 


2. PG's are readily laid out to 
the required spacing. 


3. PG's are easily put in place. 
Trim, straight and true, they 
fasten tightly to the ceiling 
and require only normal 
plaster thickness. 


4. PG's save fittings—one end of 
the tube is expanded so that 
grids can easily be connected 
in series by soldering or brazing. 


e American 


IN BETTER 
BUILDINGS 
EVERYWHERE 


New medical college will 
have novel teaching rooms 


FI AT. toilet compartments 


specified for 
Geology Building 
at University of 
New Mexico 


i fan-shaped 


Architects Meem, Zehner, Holien &. Associates ie q e ce ac 1 € r 
specified FIAT Duro Flush Type To om. | s K i le g mee i 


Partments at University of New M 
Lemke, Clough & King were 
the new Geology Building 


because the college made 


y to staff completely two hospitals 
adjoining $40 million, 1,400-bed Bronx 
Hospital Cen 


Me 


FIAT compartments 
When you specify urable fir and easy-t an surfaces are important 
features are 
you specify 
being one piece of steet, 


r Š saa as ids 


proof scr and (3) concealed type 


TOILET 
COMPARTMENTS 


DRESSING f ng i T ted hardware pa Panels, pilasters and Radioactive cobalt used 


COMPARTMENTS r v heav ge ver leveled steel with 


HOSPITAL Pekp er core cemented WOUIA a to X-ray huge steel beam 
CUBICLES a z F tive cot t 60f the ¢ Ridge, Tenr 
Catalog ; : ’ fe mesa i a OAR AEC plant was put to rk ra welded 


a huge steel beam, Instead of heavy 
X-ray equipment all that v quired in prot 


SEE SWEET'S' = ARCHITECTURAL j through a 1 sectior . at 


t capsule of cobalt 60 weighing less than a 
and an X-ray film n the underside of 

the metal. Supervising Architect E. L., $ 

FIAT METAL MANUFACTURING COMPANY soii a 

he versity c linois used this method to 

THREE COMPLETE PLANTS — ECONOMY + CONVENIENCE « SERVICE s : ne nen 
ji ck the safety of a 60’ square underground 
: : I» r ~ i ccommodate 260 persons in a campus 
Long blond City 2 Fronklin Park, itt 2 Angeles 63 building, and at one point discovered a welded 


New York (Chicago Suburb) California that required correction. Professor 


in Canada: Porcelain and Metal Products, L 


Ontario eor . Clark of the University's chemical 
nt has been advoc xtensive safety 
<-raying of this type on a | construction. 

f Detroit made the actual tests. 
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JOHNSON Dual Temperature CONTROL 


HEATING TO “OCCUPANCY TEMPERATURES” 
ONLY THOSE ROOMS WHICH ARE IN USE 


e Educational opportunity in America today is 
founded upon adequate buildings, properly 
equipped and staffed. The tremendous responsi- 
bility of providing these fundamentals rests with 
school boards, school administrators and their 
architects. 

The activities intoday’s modern school buildings 
are many. The buildings are truly neighborhood 
and community centers. Wise planning and thrifty 
management are necessary in order to receive the 
greatest return from every budget dollar. 

That is why the well-planned Northeast Inter- 
mediate School at Midland, Michigan, is equipped 
throughout with a planned-for-the-purpose, in- 
stalled-for-the-purpose Johnson Dual Tempera- 
ture Control System. Here, 62 Dual room thermo- 
stats control unit ventilators, conyectors and cen- 


Northeast Intermediate School, Midland, Mich. 
Alden B. Dow, architect, Midland; 
Hyde & Bobbio, mechanical engineers, Detroit 


tral fan ventilating systems to provide comfortable 
occupancy temperatures in rooms that are in use, 
while reduced economy temperatures are main- 
tained in unoccupied spaces. 

Here again, as in thousands of other schools, 
Johnson engineers have worked hand in hand 
with thrifty planners, in order to provide the best 
in automatic temperature control for greatest pos- 
sible fuel saving. They know full well that the 
completed structure will stand as evidence of how 
well the planners did their job. 

If you are planning a new building or modern- 
izing an old one, have your architect consult a 
Johnson engineer about your temperature control 
problems. There is no obligation. JOHNSON 
SERVICE COMPANY, Milwaukee 2, Wisconsin. 
Direct Branch Offices in Principal Cities. 


JOHNSON 


MANUFACTURE © APPLICATION + INSTALLATION + SINCE 1885 
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NEW SHREVEPORT MUNICIPAL AIRPORT 


GETS LASTING 
ROOF ECONOMY 


Municipal Airport, Shreveport, La, Samuel G. Wiener, E. M, Freeman 
& Associates, Architects and Engineers. Built under authority of Shreve- 
port Dept. of Public Works, 


WITH TRUSCON FERROBORD* sTEELDECK 


This lightweight steel decking comes in units long enough to span three 
or more purlin spacings. Members are designed for full-length interlock- 
ing—a principle which increases carrying capacity as much as 25%. Long 
spans and full-length interlocking mean important first-cost savings in 
trusses and structural framing. 


Lightweight Ferrobord is easy to handle, easy to place. Welding contacts 
are flat. Work is done from above. No need for scaffolding or movable 
stages during erection. More first-cost economies. 


When laid, Ferrobord is a smooth unbroken surface, ready for insulation 
and built-up waterproofing. Its life expectancy is long. We’ll arrange a 
worthwhile demonstration that takes about two square feet of Ferrobord 
and twenty minutes of your time. Just write: 


TRUSCON STEEL DIVISION 


REPUBLIC STEEL CORPORATION 
1102 ALBERT STREET * YOUNGSTOWN 1, OHIO 
Export Department: Chrysler Building, New York 17, N.Y. 
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men and methods 


make the difference 


Waien you choose a builder, it’s important to consider his capacity for 
teamwork. 

He must be able to work smoothly and effectively with the other members 
of the building team — architects, engineers and owners. His organization 
must be skilled in the close teamwork needed to build soundly, on schedule 
and within the budget. His men and methods make the difference between 
waste and economy, between time lost and time gained in completing the job. 

The George A. Fuller Company’s belief in the importance of good team- 
work is reflected in its record: 72 years of excellent relations with architects 
and owners, thousands of varied construction projects satisfactorily com- 
pleted throughout the U. S. and in many foreign countries. 

Many architects have profited by Fuller’s ability to provide estimates, 
studies and “know how” to help the building team produce the best structure 
for the money. These services are available from the first stages of planning 


— and throughout construction in the field. 


INDUSTRIAL PLANTS * HOSPITALS * LABORATORIES * OFFICE BUILDINGS * SCHOOL AND COLLEGE 
BUILDINGS * CHURCHES * HOTELS * BANKS * ARENAS * HOUSING * THEATERS * TERMINALS 
STORES AND SHOPPING CENTERS * BROADCASTING STUDIOS * MONUMENTAL BUILDINGS 


a 
ERGE A. FULLER 
y 


BUILDING CONSTRUCTION 


Sign of Leadership in Building Construction 


GEORGE A. FULLER COMPANY 


NEW YORK +- BOSTON - CHICAGO » PITTSBURGH 
WASHINGTON «+ ATLANTA - LOS ANGELES 


AMERICAN 
Approved 


PLAYGROUND 


EQUIPMENT 


Unsurpassed in Design, 
Safety and Performance 


@ It’s the plus factor that makes 
American the most respected name 
in Playground Equipment .. . Plus 
in design—American leads the field. 
...Plus in performance—Approved 
Equipment stronger, more ruggedly 
built to assure a lifetime of perfect 
repair-free service . . . Plus in safety — 
for American craftsmen are aware of 
their responsibility for the safety of 
your children. Thus, with American 
you receive far superior design and 
performance and unmatched safety. 


AMERICAN 


PLAYGROUND DEVICE CO. 
ANDERSON, INDIANA U.S.A, 


WORLD'S LARGES NUFACTURERS OF FINE 
PLAYGROUND & SWIMMING POOL EQUIPMENT 


Wall St. area cheered by 
plans for new skyscraper 


Lower Manhattan has had no major rental 
office construction for the last two decades. 
Concentration of new, modern space in the 
midtown Grand Central—Rockefeller Center 
area has made it difficult for owners in the 
aging downtown district to rebut reports that 
the area was doomed to succumb soon to 


galloping obsolescence, 


This month the shipping-financial-commer- 
cial district got its best news in years. Real 
estate's famous cross-continent partners, short, 
dynamic Jack D. Weiler of New York, and 
San Francisco Hotelman Benjamin H. Swig. 
had leased the lower Broadway Produce 
Exchange blockfront facing Bowling Green. 


In place of this 69-year-old structure that still 


has rope-pull elevators they will erect a $25 


million 30-story air-conditioned rental build 
ing with 1 million sq. ft. of floor space from 
plans by Architect William Lescaze. Other 
features: a 300-car garage: moving stairs 
from lobby to second floor; 50.000 sq. ft. 
floors from the 3rd to 11th stories; tower floors 
of about 18,000 sq. ft. 

While downtown owners rejoiced at the 
realty investment significance of this long- 
awaited construction, not everyone was 
happy. Mourned Talbot Hamlin, FAIA: “One 
of the unforgettable pictures on Manhattan 


... [includes] the rich red brick frent of the 


Produce Exchange, with the powerful rhythms 


of its marching arches. . . . Designed by 
George B. Post... 


of a century [it has] been one of the dis- 


for nearly three-quarters 


tinguished landmarks of our crowded island. 


“There seems thus something peculiarly un- 


fortunate in the proposed unnecessary de- 
struction of this building, so striking in its 
color, so powerful in its design, so expressive 


of its time, Historically, too, it is important. 


for its court wall the earliest example of 
metal-framed construction in New York and 
one of the earliest in the country. Is the city 
and are its inhabitants such slaves to economic 
pressures that they can have no say in what 


they see, no power to preserve what they love?” 


WINNS 


ni 


LOWER MANHATTAN office tower to replace the 
ancient Produce Exchange at 2 Broadway. 


Call the Office 
Nearest You for 


Prompt Reynolds 
Aluminum Service 
to Architects 


Akron 8, Ohio, 105 State Building, Hemlock 4178 

Allentown, Pennsylvania, 546 Hamilton St., 5-4442 

Atlanta 3, Georgia, 1261 Spring Street, N.W., Emerson 2731 

Baltimore 18, Maryland, Federal Land Bank Building, Hopkins 9800 
Battle Creek, Michigan, 614 Security National Bank Bldg., 3-4416 
Birmingham 3, Alabama. 1120 Brown-Marx Building, 4-6884 

Boston 16, Massachusetts, 442 Park Square Building, Liberty 2-0655 
Buffalo 3, New York, 1116 Rand Building, Washington 2606 

Camden 2, New Jersey, 5th & Cooper Sts., Woodlawn 4-9505 
Charlotte 2, North Carolina, Suite 102, 205 So, Church Street, 6-1656 
Chicago 11, Illinois, 1000 Wrigley Building, Whitehall 4-2200 
Cincinnati 2, Ohio, 1120 Enquirer Bldg., Parkway 7420 

Cleveland 15, Ohio, 1150 Hanna Building, Cherry 1-7214 

Columbus 12, Ohio, 1384 GrandviewAvenue, Room 225, Kingswood 6444 
Dallas 4, Texas, 3200 Maple Ave., Sterling 5186 

Dayton 2, Ohio, 305 Eleven W. Monument Building, Hemlock 6344 
Denver 2, Colorado, 639 Continental Oi! Building, Main 8641 

Des Moines 9, lowa, 316 Des Moines Building, 8-1906 

Detroit 2, Michigan, 1212 Fisher Building, Trinity 1-8800 

Erie, Pennsylvania, 1022 G. Daniel Baldwin Building, 2-2301 
Evansville 8, Indiana, 100 North Main Street, 2-3231 

Fresno, California, 444 Blackstone Avenue, 6-2532 

Grand Rapids 2, Michigan, Beverly and Porter Streets, 3-0156 
Hartford 5, Connecticut, 919 Albany Avenue, 6-5078 

Houston 4, Texas, 1100 E, Holcombe, Justin 1589 

Indianapolis 2, Indiana, 1803 North Meridian Street, Hickory 7527 
Kansas City 2, Missouri, 297 Plaza Theatre Building, Jefferson 3536 
Little Rock, Arkansas, 319 Commercial National Bank Building, 4-6472 
Los Angeles 5, California, 601 South Ardmore, Dunkirk 8-7135 
Louisville 1, Kentucky, 2500 South Third Street, Calhoun 4731 
Miami, Florida, 920 Ingraham Bldg., 9-2792 

Midland, Texas, 305 Central Bldg., 2-9290 

Milwaukee 3, Wisconsin, 1412 Majestic Building, Marquette 8-1051 
Minneapolis 3, Minnesota, 202 Wesley Temple Building, Filmore 4691 
Nashville 3, Tennessee, 1905 West End Avenue, 42-5694 

New Orleans 12, La., 507 International Trade Mart Bldg., Raymond 4258 
New York 17, New York, 19 East 47th Street, Eldorado 5-7700 
Omaha 2, Nebraska, 603 Redick Tower, Jackson 0614 

Peoria 2, Illinois, 511 Citizens Building, 4-9241 

Philadelphia, Pennsylvania, (Camden), Lombard 3-8200 

Phoenix, Arizona, 3500 W. Van Buren, Applegate 8-3551 

Pittsburgh 19, Pennsylvania, 3210 Grant Building, Atlanta 1-3445 
Portland 9, Oregon, 935 N.W. 12th Avenue, Room 213, Atwater 9474 
Richmond 19, Virginia, Fifth & Cary Streets, 7-2941 

Rochester 4, New York, 512 Temple Building, Hamilton 6250 
Saginaw Michigan, 702 Second National Bank Building, 5-2136 

Salt Lake City 1, Utah, 22 South Main, 5-4236 

St. Louis 8, Missouri, 4144 Lindell Boulevard, Franklin 2000 

San Diego 1, California, 338 Land Title Building, Main 8-1546 

San Francisco 3, California, 1226 Folsom Street, Klondike 2-3708 
Seattle 9, Washington, 1844 Westlake Avenue North, Alder 6556 
South Bend, Indiana, 306 S. Notre Dame Avenue, 2-6673 

Spokane 10, Washington, 309 Empire State Building, Riverside 4592 
Syracuse 2, New York, 420 University Building, 2-6848 

Tampa 2, Florida, 523 Stovall's Professional Building, 2-7288 

Toledo 2, Ohio, 1220 Madison Avenue, Room 219, Garfield 2286 

Tulsa 14, Oklahoma, 214 Boulder Building, 5-1400 

Washington 6, D.C., 503 World Center Building, National 5336 
Wichita 2, Kansas, 304 Wheeler-Kelly-Hagny Building, 4-5976 

York, Pa., Room 302, 25 N. Duke Street, 6664 

Youngstown 12, Ohio, 5621 Market Street, 2-1913 
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At Your Call 


Reynolds Architect Service Reprgsentatives will work with you 
on your aluminum design problgms without cost or obligation. 
This special service is Reynolds pay of keeping pace with archi- 
tects who are employing the uhique characteristics of alumi- 
num in varying ways for co ess applications. 

When your plans also call for standard aluminum products, 
Reynolds distributors throughout the country offer complete 
stocks of architectural al um mill products. Their assist- 
ance, too, is readily availabld to you. Names of aluminum build- 
ing products manufacturerg will be furnished on request. 

Write to Reynolds Metalg Company, 2528 South Third Street, 
Louisville 1, Kentucky. 


KEVAOLDS R i 
ARCHITECTURAL design folio 


ALUMINUM A completely new manual 


on architectural aluminum 
with drawings for direct 
tracing. Please request on 
business letterhead. 


Consult local listing for time and station. 
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For quick reference see catalog 22 Re 


See “Mister Peepers" Sundays on NBC-TV. 


MODERN DESIGN HAS 
ALUMINUM IN MIND 


in Sweet’s File 
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America 


Some of America’s most beautiful buildings are to be 
found on the campuses of her colleges and universities. 
Fittingly enough, many of these institutions elect to 
preserve the traditional beauty of their buildings with 
the long-lasting protection of Barrett Roofs, including 
the renowned Barrett Specification* Roof. 


Leading architects and engineers have long specified 
Barrett in the knowledge that Barrett materials 


spec- 
ifications and application procedures result in the 


strongest, most durable built-up roof ever devised ... 


a roof that regularly outlives its guaranty bond by 
many years and gives matchless service under all 


weather conditions. Specify Barrett — and be sure. 


BARRETT DIVISION 


r ALLIED CHEMICAL & DYE CORPORATION 
A 


205 W. Wacker Drive, Chicago 6, IIl. 

36th St. & Grays Ferry Ave., Philadelphia 46, Pa, 
1327 Erie St., Birmingham 8, Ala. 

In Canada: The Barrett Company, Ltd. 

5551 St. Hubert St., Montreal, Que. 


40 RECTOR STREET, NEW YORK 6, N, Y. 


*Reg. U. S. Pat. Of. 
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9, Only NESBITT treats 
2 BOTH problems separately 


-selfing 4 NEW STANDARD OF CLASSROOM COMFORT 


Cold surfaces rob body heat 


gs in at least the desired minimum 
ith room air (adding heat only when 
ded); circulates the healthful stream 
eating); maintains the desired com- 
erformance and economy. 


quantity of outdoor air; 
more than Wind-o-line heat is 
continuously (without drafts or o 
fort all day long . . . for unmatch 


Q The Nesbitt Syncretizer and Wind-o-line 
provides the desired thermal environmen 
schoolrooms by recognizing and dealing adequate! 
with two separate and distinct thermal demands in 
modern classrooms. The problem of large “wall-of- 
ice” windows and their chilling downdraft is handled 
first—by the Wind-o-line Radiation that extends both 
ways from the ventilating unit for the full length of the 
sill. Heated convected air from the Wind-o-line grille 
(the positive answer to a heat loss) diverts the cold 
downdraft upward and above the room occupants. 
Radiation stops the loss of body heat to the cold sur- 
face. Wind-o-line comes on first; and stays on even 
after the ventilating unit has stopped heating and is 
supplying cooler air to maintain the classroom comfort. 
It goes off only when the unit needs more than the 
minimum quantity of outdoor air. 


Send for Publications 


NESBITT Synoréliger WITH WIND-O-LINE 


MADE AND SOLD BY JOHN J. NESBITT, ÎNC., PHILADELPHIA 36, PA., SOLD ALSO BY AMERICAN Blower CORPORATION 
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It’s MORE than fire safety, SIR... 


ENGINEERED c= 


Wulemiwlc 


fire protection 


When it comes to the planning of fire protection for your plant or 
business, there's considerably more to be viewed than the price. Of course, 
you will want to be fully informed on the economics of protecting your 
property, but it’s equally important to know that the method of protection 
is the best available for any given area of your building. 


Ic is for that reason that through the years we have not limited ourselves 
to the design and installation of only certain types of protection. Like you, 
we study the economic factors involved. Then, following a thorough inves- 
tigation of all elements of your overall fire safety problem, we design, manu- 
facture and install the type of protection best by test for maximum safety. It's 
engineered “Automatic” FIRE PROTECTION for you ... the finest avail- 
able at any price? 


Why not find out how engi- 
neered “Automatic” FIRE 
PROTECTION can save dol- 
lars for your business whether 
you ever have a fire or not. 
Remember, what's worth in- ý 


suring is worth protei 


CORPORATION OF AMERICA ER 


YOUNGSTOWN, OHIO 
Write for Bulletin 66, the ABC E Offices in principal cities of E 
of Fire Protection. It’s FREE. a North and South America 


EVENTS 


Pacific Coast Building Officials Conference's annual 
meeting, Oct, 20-23, Huntington Hotel, Pasadena. 


State Dept. Architecture—exhibition of models and 
photographs of nine postwar buildings designed 
by leading American architects under US State 
Dept.’s Foreign Buildings Operations Program; 
on view through Nov. 22, Museum of Modern Art, 
New York. 


Radiant Heating—series of six conferences on 
radiant heating, at Pratt Institute, Oct. 13, 20, 
27; Nov. 10, 17. For information address Dept. 
of Architecture, Pratt Institute, 215 Ryerson St., 


Brooklyn 5, N.Y. 


Texas Lecture Series—University of Touston 
Student Chapter, AIA, announces the following 
speakers: Oct. 20, Henry Hitchcock; Nov. 17, 
Philip Johnson; Jan. 7, Mies van der Rohe; 
Feb. 11, Buckminster Fuller; Apr. 1, Alfred 
Roth; May 6, Eero Saarinen, 


Urban Planning and Redevelopment Middle At- 
lantic Regional Conference, Oct. 21-23, Hotel 
Statler, Washington, D.C. 


Architectural League—series of five evening con- 
ferences on “The Impact of Science and Mate- 
rialism on Art Today” to be held at monthly 
intervals on second Thursdays from October 
through April. For Program address Architectural 
League of New York, 115 E. 40 St, New York. 


Public School Planning—short course for architects 
in “Programming and Planning the Public School 
Oct. 27-29, University of Ilinois. For 

address R. K. Newton, Division of 
University Extension, 205 Arcade, Champaign- 


Urbana, Il. 


National Savings & Loan League's fall conference, 
Nov. 8-11, Casablanca Hotel, Miami Beach. 


National Association of Real Estate Boards’ annual 
convention, Nov, 8-14, Statler and Biltmore 
Hotels, Los Angeles. 


Refrigeration and air conditioning's eighth all- 
industry exposition, Public Auditorium, Cleve- 
land, Nov. 9-12, Hotel reservations may be made 
through Cleveland Convention Bureau. 


Building Research Advisory Board's conference on 
uses of porcelain enamel as a large-scale struc- 
tural materials, Nov. 12-13, National Academy of 
Sciences, Washington, D.C, 


National Building Materials Distributors Association 
national meeting, Nov. 12-13, La Salle Hotel, 
Chicago. 


Mortgage Bankers Association of America’s annul 
convention, Nov. 13-19, Miami Beach, 


The American Institute of Steel Construction’s 
thirty-first annual convention, Nov. 30—Dec. 4, 
Boca Raton Hotel and Club, Boca Raton, Fla 


Competition to encourage design and manufacture 
of new kinds of children’s playground equipment 
of a sculptural nature. Prizes total J00 plus 
royalties. Entries, consisting of models and 
drawings must be postmarked not later than 
Jan. 15, '54. For entry blanks and program 
address Miss Daniel, Museum of Modern Art, 
11 W. 53 St, New York. 
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ARCHITECTS: SMITH & VOORHEES, DES MOINES, IOWA 


MODERN SCHOOL 
DESIGN SAVES 
$500 PER ROOM 


Smith and Voorhees specified glued 
laminated wood structural members 
for the Webster Grade School at Pella, 
Towa and the West Side Grade School 
at Eagle Grove, Iowa. Cost compari- 
son showed a savings of $500 per 
schoolroom over other types of con- 
struction materials. 


Contractor; Hurley Construction Co., St, Paul, Minn 


Contractors find they can give lower bids when Rilco 
glued laminated wood is specified. Gene Hurley, con- 
tractor of both jobs says, ‘‘Rilco really cut erection 
costs. The beams arrived on the job ready for erec- 
tion. No specialized crews were necessary; the car- 
penters did all the erection easily with the connectors 
furnished by Rilco. There was no furring, we just 
nailed the Rilco decking to the top of the beams and 
purlins.” 


The natural beauty of Rilco glued 

laminated wood gives an attractive 

y interior; the ease of erection and elimi- 

wa j| j bates iid nation of interior finishing cuts con- 
Ni pa Ye. ; struction costs—yet Rilco structural 
` members offer the architect freedom 
of design with simple yet effective con- 

struction in a fire-resistant material. 


For the modern school design that calls for economical 
construction and beauty, the architect who specifies 
Rilco achieves an attractive and structurally sound 
building at lowest cost. Rilco’s service engineers will 
be pleased to consult with you about your require- 
ments. Write for information or see our catalog 
(2B/Ri) in Sweets. TS, INC. 


2524 FIRST NATIONAL BANK BLDG., ST. PAUL 1, MINN. 
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Hilo Assembly Pant Equipped wih a 


LINCOLN-MERCURY PLANT 
WAYNE, MICH. 


Architects and Engineers: GIFFELS & VALLET 
Contractor: LORNE PLBG. & HEATING CO. 


THE FORD ROTUNDA 


— one of Detroit’s leading tourist 
attractions also is Powers controlled 
as are various buildings and 
departments in the 
RIVER ROUGE plant 
and other as- 
sembly plants 
in different 
cities, 


i f EH neumatic 
|! Un G — 3 
TEMPERATURE CONTROL 


Comfortable, Even Heat at the Right Temperature 
for each department helps improve 
efficiency of employees and results in 


è Increased Production 
@ Better Products 
e Lower Heating Costs 


—these are some of the year after year divi- 
dends THE FORD MOTOR CO. will receive 
from its investment in Powers control. 


With its almost 1,500,000 square feet of floor space, 
nine miles of conveyor lines and many advanced features this ultra 
modern LINCOLN-MERCURY plant is the last word in efficiency. 
It is a show place among assembly plants. 

Into its receiving docks come some 4800 separate parts (with an 
entire engine as one part). Out of its delivery door, at the rate of 
300 cars per 8 hr. day, go completed automobiles tested, checked 
and ready for driving. 

Here a Powers pneumatic control system regulates the steam heat- 
ing used in the assembly and manufacturing areas and the condi- 
tioned air in the paint spray department, first aid and hospital room, 
cafeterias and administrative offices. 

Experience gained by Powers here and in many other important 
large and small buildings may be helpful to you. When problems of 
temperature or humidity control arise, contact our nearest office. 
There’s no obligation. 


THE POWERS REGULATOR CO. 


SKOKIE, ILLINOIS ¢ Offices in Over 50 Cities * See Your Phone Book 
"53 (b27) 


i 


POWERS 
PACKLESS 
VALVES g 
... eliminate packing 


maintenance, leakage 
of water or steam, or loss of vacuum. 


turn frowns 
into Smiles — 


1/8” FACE 
VENEER 


1/12" CROSS 
BANDING 


VERTICAL 


“SHOW ME” CLIENTS i SOLID CORES 
SOON APPRECIATE =e EDGE STRIPS 


WHY YOU SPECIFY p Bos o t 
HARDWOOD PRODUCT'S R A ARO 


Solid Core noors 


door, 
Make no mistake . .. with Hardwood Products doors 


@ MASTER-FLUSH solid core 
doors you are assured of satisfied clients because your wise choice 
© STANDARD-FLUSH solid core pi g 
doors gives them so many functional door features — They 
@ RIVERBANK sound-insulat- í F “ sine 
ing doors provide more privacy, reduce noise transmission, last far 
© KIMWOOD fire-resistant i E 3 
doors iia longer and have excellent fire-retarding qualities. Being of 
@ X-RAY lead lined doors 
© GROUNDED doors 
© AUDITORIUM doors knocks and bumps—require less refinishing and maintenance. 
© PANEL doors à a ox Sy j j 
FRAME CORE doors In addition, their solid cores permit installation of kick 
@ BENCH TOPS 


solid core construction, they'll withstand more hard 


plates, hidden door closures and other custom hardware 


GET THIS FREE BROCHURE as well as window lights or louvres without special 


=F d client nets . 
describing HARDWOOD costly prefabrication, Remember too, Hardwood Product's 


RIVERBANK doors in easy- ` . n 
tonundestandl ‘sound decibel doors are custom-built for your job, Write for new 


language. 15c 


brochure or consult SWEETS HA 


corrono DOORS 
CORPORATION 
OFFICES IN 


NEW YORK © BOSTON 
CHICAGO 


HARDWOOD PRODUCTS CORPORATION * NEENAH * WISCONSIN 
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LETTERS 


MENDELSOHN'S EULOGY 
Forum: 

The last services were held for Eric Men- 
delsohn on Sept. 17. I was honored, and the 
School of Architecture was honored, that Mr. 
Mendelsohn in his will requested that I speak 
the eulogy. 

It seems appropriate that I send you a copy 
of the eulogy as a memorial to his memory. 

Wituiam Witson Wurster, dean 


School of Architecture 
University of California 
Berkeley, Calif. 


“Eric Mendelsohn 1887-1953" 


“We... honor a great spirit. This spirit 
ever turned to youth, and I eak for 
his students at the University of California, 
in fact. for all the students who have been in- 


spired and freed by his genius. 

“I think of his vitality, which swept aside 
all the usual material and psychological 
props, not with disdain for he knew and used 
their value, but he also knew the greater 
needs of the spirit of man, He was ever ready 
to rebuild his life and this has been neces- 
sary, for the framework of his existance has 
been constantly changing — the reasons for 
the move from Germany in 1933 would have 
embittered most of us. But Eric Mendelsolin 
has always had a deep faith in the dignity of 
man which could not be weakened or cor- 
roded by exterior forces. 

“I think of a meeting in 1942 when a 
young group of Bay Area planners and archi- 
tects asked him to speak to them. This was 
the Telesis group, who were busy seeking 
knowledge for the planning of our environ- 
ment. I was amongst the guests. Many, many 
times when I've been discouraged this meet- 
ing comes to mind. There stood a man who 
had been surrounded by all the success pos- 
sible in our professional world—but a man 
forced to make a new start in another conti- 
nent—yet he never once mentioned times 
past; he only spoke of the wonderful future 
for him and for all those young people. In- 
stead of impressing us with the authority and 
importance of his own world-wide experience 
and great contributions to architecture, as he 
well might have done, he opened up fresh 
horizons for all architecture. I believe this 
gives the clue to his character and nis build- 
ings. He always tried for the creative thought 
which did not set limits. He would not accept 
the things we call practical facts if in his 
opinion the greater good was served by ignor- 
ing them. The so-called practical world some- 
times chided him for this, but the young 
people were apt to see through to the hope 
and aspiration of all he stood for, 

“In a day when narrow proprietary dogmas 
threaten to stifle and dehumanize the modern 
movement in architecture even before it has 
come to its maturity, Eric Mendelsohn stood 
for freedom, imagination and creative indi- 


continued on p. 86 
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If you have to spend the time to look this closely at 
every item you buy, you'll soon either go blind or you 
won't have time to do anything but peer through a mi- 
croscope. Besides, it's our job to see that every minute 
detail in the production of the ballast you buy is perfect 


to the closest tolerances for dependable performance. 


So, when we give you a closeup view of one of our coil 
windings, it's just to emphasize the fact that at Advance, 
we look for you before our ballasts go out of our factory. 


WORLD'S LARGEST MANUFACTURER 


T R A n S F 0 R E R PRODUCTION OF FLUORESCENT BALLASTS 
co. 
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Hillondaty Elementary Schoo 
Monigomer, County, M, 


* Maryland 
Mcleod « errara, Architects 
Wathingio, Dc. 


n, 


No costly maintenance problem here 


Johns-Manville Corrugated As- 
bestos Transite gives this airport 
control tower an attractive, fire- 
proof exterior that offers years of 
maintenance-free service despite 
exposure to extreme weather 
conditions 


For permanent, maintenance-free construction, 
plus protection from fire, rot and weather 


You save MONEY on construction and main- 
tenance when you build with J-M Corrugated 
Transite™. Corrugated Transite comes in large 
sheets that require a minimum of framing . . . 
permit fast economical construction of main- 
tenance-free industrial, commercial, institu- 
tional and agricultural buildings. 


Made of asbestos and cement, Corrugated 
Transite is practically indestructible. It never 
needs paint or special treatment to preserve it 

. it’s fireproof, rotproof and weatherproof. 
Corrugated Transite is also used increasingly 


TM MANVILLE 


for smart interiors . . . the streamlined corruga- 
tions and attractive shadow lines that give it 
such unusual architectural appeal for exteriors 
offer unlimited interior design possibilities. 


Investigate Johns-Manville Corrugated As- 
bestos Transite and learn how you can build 
quickly and easily . . . have an attractive, long- 
lasting, trouble-free structure regardless of size 
or purpose. For complete details write Johns- 
Manville, Box 158, Dept. AF, New York 16, 
New York. In Canada write 199 Bay St., 
Toronto, Ontario. 


YT Johns-Manville 


PRODUCTS 
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Johns-Manville 
Corrugated Asbestos a 


i 
Í 


e ite sheets go up 
quickly 


@ Easy to fasten to steel 
@ Easy to nail to wood 
@ Easy to saw 

© Easy to drill 


See How You Can 
Save With 


ZALID Copies! 


S J Da 


S 


x 


Write Today for free, 48-page, 
*100's of Uses” Booklet Showing 
How Direct Copies with Ozalid 
Speed Paperwork and Cut Costs 
in All Departments. 


ca. APERO son enn 


“State X 


Johnson City, N. Y. A Division of General Aniline & Film Corporation. 


"From Research to Reality.” 
Ozalid in Canada—Hughes Owens Co., Ltd., Montreal, 
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vidual leadership. As an artist he always 
sought to make his life richer. He had a 
large-scale vitality and exuberant optimism 
which made him, perhaps more than any other 
architect, akin to the great personalities of 
the baroque cities. 

“As a teacher he stretched the students’ 
imaginations and ever conveyed the deep im- 
portance and excitement of being an architect. 
Students and staff are happy that he worked 
with us. We will miss him in the School of 
Architecture at the University of California.” 


WHAT CAUSES SLUMS? 


Forum: 

The News story, “Rat-Bite Decision,” in the 
July Forum shows how unfortunate it is that 
in so many cases a tragedy must occur be- 
fore proper action is taken. That the Chicago 
Daily News has undertaken an investigation 
of the appalling conditions in slum areas is 
most encouraging. That the greed and selfish- 
ness of some property owners contribute in a 
great way to these conditions cannot be de- 
nied. That slums are actually caused by 
people and not buildings, however, is a most 
obvious point which apparently has been com- 
pletely overlooked. . . . 

While it is entirely probable that many 
property owners may not make necessary re- 
pairs to prevent their buildings from deteri- 
orating; and while it is certain that many 
slum dwellers do not contribute to these con- 
ditions in any way, but are the innocent vic- 
tims of their neighbors’ way of life; it would 
appear, nevertheless, that the Daily News 
should report the whole story instead of just 
finding a few scapegoats, even though this 
phase of research may not “produce the flashy 
sensation of a crime exposé.” 

While this is not intended to mitigate the 
evils of the property owners who may be in- 
volved nor to lessen their responsibility, we 
have reason to believe that some people could 
make a slum out of the White House if they 
were permitted to live there. While substan- 
dard housing may contribute to slums, it does 
not effect this condition without a certain 
amount of help from the tenants. The Lincoln 
family was not wealthy to begin with, but no 
one could say of Abraham Lincoln’s log cabin 
that it fell into the slum category, even though 
there was no 20th Century plumbing installed. 

While the Daily News exposé may be very 
helpful in placing a large portion of the 
blame where it belongs, wouldn’t it be in order 
if some newspaper reporter would advise the 
tenants just once that they have some respon- 
sibilities also? 

Josera Writarp WELLS, architect 
Norfolk, Va. 
© The Daily News series did not focus on the con- 
tribution that slovenly tenants make to the deteri- 
oration of property, except for printing several 
interviews with slum landlords who gave that story. 
The fact that tenants help make slums is certainly 
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REMOTAIRE = 


ROOM CONDITIONER 
indiuidual-room, remote- 
iype units providing 
year ‘nound air conditioning | 
for central plant 


malli-room installations 


Adaptable to the one system 
that’s most efficient, most economical for the job 


WALL APERTURE SYSTEM ¢ INTERIOR VENTILATION SYSTEM » WELL WATER SYSTEM 
SPLIT-COIL SYSTEM * MOTEL SYSTEM © RESIDENTIAL SYSTEM ¢ MODERNIZATION SYSTEM 


@ The Remotaire room conditioner heats in 

SOME TYPICAL PIPING ARRANGEMENTS veer, cools in summer . . . filters and circu- 

lates the air all year ’round. Using chilled water 

FOR R EMOTA IRE s from a central water chiller for sammer cooling 

| and hot water from a central heating plant for 

winter comfort, the Remotaire system provides 

clean, draft-free, healthful comfort-conditioning 

for multi-room installations such as hotels, 

motels, schools, hospitals, office buildings and 
residences. 

A Remotaire system is versatile. It can be 
adapted to the system of air conditioning that 
is best suited to each building . . . new construc- 
tion or modernization. Ventilation can be pro- 
vided in a variety of ways . . . several methods 
of piping arrangements are possible. Since units 
can be installed free standing or recessed par- 
tially or completely, they afford wide flexibility 
in architectural planning. 

As part of a Remotaire system, individual 
unit control permits each room occupant to 
choose the temperature that suits him best 
without affecting adjoining rooms. And when 
the unit is not in use it can be completely turned 
off, thereby reducing operating costs. 

For details on the various Remotaire systems, 
or for suggestions on which system to use in 
your building, contact your nearest American- 
Standard sales office or send for descriptive 
literature. 


American Radiator & Standard Sanitary Corp., 
Dept. AF-103, Pittsburgh 30, Pa. 


American-S$Standard 


AIR CONDITIONING 


For further information on the Remotaire see Sweet's Architectural File. 


AAA AAAA A Sewing home and industry KAADAA 


AMERICAN-STANDARD + AMERICAN BLOWER © CHURCH SEATS & WALL TILE e DETROIT CONTROLS » KEWANEE BOILERS o ROSS EXCHANGERS + SUNBEAM AIR CONDITIONERS 
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crisp design 
engineered construction 


Lightolier’s Calculite recessed fixtures are 

designed to conform to the architectural concept of the 
areas in which they are installed. 

They present a clean, thoroughly unobtrusive ceiling line. 
Fiberglas gaskets eliminate light leakage 

and dust-carrying convection currents, Alzak or Alumilite 
finish reflectors redirect all light 

within box, assure high permanent reflectivity and uniform 
surface brightness. Torsiontite® 

spring fasteners (illustrated) snap frames 


down from any side for easy relamping. 


Lighting by LIGHTOLIER 


JERSEY CITY 5, NEW JERSEY 


Lightolier Calculites are available in 

lens, louvre, flat and formed glass and pin-hole types. 
For complete catalog and data, 

write LIGHTOLIER, Jersey City 5, New Jersey. 
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Use 
VARLAR 
Stainproof Wall Covering 


AND SAVE THOUSANDS OF 
DOLLARS YEARLY! 


Soap and water washes VARLAR 
fresh and clean without injury to 
surface or colors... up to 25,000 times 
Put the skids under the high cost of cleanliness. 


Decorate with Varlar and your redecorating materials 


for years to come cost as little as the water from 


ay 


your faucet and a box of soap! 


That's right! Stains that put an early end to other 
wall finishes, wash off Varlar with just soap and plain 
water... actually up to 25,000 times. Grease, grime, 
smoke, food stains, crayon, lipstick, ink, Mercurochrome 
—and many more—vanish to leave your walls always 
fresh, always new looking, always inviting. And, Varlar 


offers amazing resistance to fire, vermin and abrasion. 


There’s no doubt about it! Varlar, now available in 


A 2¢ postcerd pasted to this coupon 
will show you what VARLAR can save you + 


more than 235 attractive styles, is the truly modern, 


functional wall covering. See for yourself why Varlar’s 


VARLAR, Dept. AF-103 
Merchandise Mart, Chicago 54, Illinois 
Please send FREE TESTING SAMPLE and full Information on VARLAR Stainproof 
Wall Covering. | am particularly interested in VARLAR for 
O Homes Ù Hotels Clubs O Theatres O Apartment Buildings 
O Hospitals O Schools O Restaurants O Stores O Office Buildings 


popularity continues to grow . . . send for free testing 
samples today! 


VAR LAR Stainproof Wall Covering 


a product of United Wallpaper, Inc. 


Name. = 


Address = 


Send for your FREE TESTING SAMPLE of Varlar Wall Covering 


City. Zone. = State_ 
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~ TYPE “BL” 
MA W “ imit-[oad 
A Ventilating Fan 
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In our seventy-six years of fan manufacturing, no fan has been more respected for 
fine performance than the “Buffalo” Type “LL” Ventilating Fan. This fine per- 
formance is now further improved in the new “Buffalo” Type “BL” Limit-Load 
Fan — designed especially for general ventilation, air conditioning and industrial 
service, 

This new fan offers: (1) High efficiency; (2) Minimum noise level, over wide 
capacity range; (3) Full Limit-Load horsepower characteristic; (4) Stable per- 
formance from shut-off to free delivery. 

Retaining the husky construction which has characterized “Buffalo” fans for many 
years, the new Type “BL” has some outstanding quality design features. 


The Type “BL” fan will be built in standard sizes and arrangements with rotor 
diameters from 1214” to 10834”, to handle from 1,000 to 500,000 cfm. 


You will want this superbly-performing new fan with the “Q” Factor* on your 
next job! Write for new Bulletin F-100, which contains complete engineering 
details, including performance tables and dimensions. 


* The "Q" Factor — The built-in Quality which provides trouble-free satisfaction 
and long life. 


BUFFALO FORGE COMPANY 


142 MORTIMER STREET BUFFALO, NEW YORK 
Publishers of "Fan Engineering” Handbook 
Canadian Blower & Forge Co.. Led., Kitchener, Ont, 

Sales Representatives in all Principal Cities. 


INLET 
I Furnished as standard, and ex 
* clusive with “Buffalo” chese 


stationary inlet vanes reduce 
turbulence and assure rated air 
delivery in spite of unfavorable 
inlet conditions. 


2, Die-formed inlet bell maene P 


wheel shroud 


WHEEL & 


J, Heavy gauge die-formed 
shroud full curvature for 
proper air flow in wheel. 
= Die-formed blades curved 
* and backwardly inclined 
for stable air flow. Welded’ 
and riveted for maximum 
strength, 
J. Solid back plate with 
extra heavy hub, 


COMPLETE FAN 


J. Streamlined housing 
with outlet designed 

for most efficient air 

delivery, 

2, Anti-friction or sleeve 

* bearings to suit job b 
requirements, 

3. Ample inlet collar for 
easy connection to 

ductwork. 


LETTERS continued 


not news. But it is news when a newspaper catches 
the building department of the nation’s s cond 
biggest city in neglect of one of its primary duties, 


—Ed. 


HARA-KIRI BY VAN DER ROHE 


Forum: 

Your pictures and commentary on “Mies 
van der Rohe’s Theater for Mannheim” (AF, 
July °53) desolate me. I feel as naked as an 
Arkansas farmer after the tornado has passed. 

But I am glad to see someone has achieved 
the nirvana—has permanently locked Pan- 
dora’s box and thrown the key away. A uni- 
versal building has been designed, and since 
“instead of fitting the building’s skin to the 
building function as a glove fits a hand, he 
would create a vast and simple space—some- 
thing like a big airplane hangar—and then 
place all his functional elements into that pro- 
” it would surely follow that size 


tected spac 
shall be the only variable. 

The container Mies has designed is not in- 
fluenced by function (even as airplane han- 
gars are); consequently, the services of any 
other architect, and for that matter, Mies him- 
self, are no longer necessary. Mies has com- 
mitted hara-kiri and carried the rest of us 
with him. All a would-be client needs to do 
is decide how much money he has available 


and how much space he needs, and then the 
various engineers will inherit all the head- 
aches. 

W. JETER Eason 


Eason, Anthony, McKinnie & Cox, architects 
Memphis, Tenn. 


Forum: 

Several parts of Mies van der Rohe’s Mann- 
heim Theater (AF, July °53) leave me in 
doubt about it: 

Functional. The public rooms do not ap- 
pear to be in proportion to the auditorium; 
the paint shop is somewhat small to be used 
for making scenery as big as the large stage 
would require. 

Financial. The capacity of the auditoriums 
is small for a covered space of 266’ x 533’. 
The expense of enclosing it would be great. 

Esthetics. There is no doubt concerning the 
form, for it is simple and unified—good char- 
acteristics of all the works of this great master. 

Is there not a precedent in the traditional 
theater for surrounding the fan-shaped form 
by a different form of enclosure? 

Rus 
Curitiba, Brazil 


CHURCHILL ON PUBLIC HOUSING 


Forum: 

I respect Henry S. Churchill and his views 
on “What Changes Must Be Made in Public 
Housing” (AF, July ’53). I believe, however, 
that he has not yet related cause and effect. 
In this regard he has plenty of company. 

He says that the core of the trouble is that 
“there has been no new thinking, no accept- 
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MODERN 
ONE-STORY 
SCHOOLS 


... built better with West Coast Lumber 


Economy, speed of construction and adaptability to individual 
community needs makes wood outstanding for today’s 
modern one-story schools. Wood offers practically unlimited 
plan and design possibilities. Today's wood trusses and 
laminated members make possible long post-free spans. An 
infinite variety of exterior treatments of wood offers interesting 
and individual effects...make well-designed one-story 
schools of wood a credit to any community. 

When you design one-story schools specify West Coast 
Woods... Douglas Fir, West Coast Hemlock, Western 

Red Cedar and Sitka Spruce. 


John T. Jacobsen, Victor N. Jones & Associates, Architects 


Pietro Belluschi, Architect 
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Donald W. Edmundson, Architect, and Daniel Riggs Huntington, Associate 


Send for Free Informative Literature 
Send for valuable kit of literature useful 
in planning and designing modern school 
buildings. Includes technical data and 
specifications on latest developments in 
wood construction. Send coupon below. 


The Economical Building Material from Ever-growing Forests 


Douglas Fir 
Wet Coast Hemlock seri tat | 


Western Red Cedar WEST COAST LUMBERMEN'S ASSOCIATION 

Sitka Spruce, 1410 S. W. Morrison, Room No. 511, Portland 5, Oregon 
Please send me your free kit of literature and technical data on 
modern school planning and designing. 


Nome_ 


Lumber of Quality Produced by Members, 
WEST COAST LUMBERMEN’S ASSOCIATION 


Firm. 


Address_ Penne maa 
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_ Herman Nelson Leads . 
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be eS 
SPECIFICATIONS | 

FOR CLASSROOM COMEORT | | 

SYSTEM MUST PROVIDE FOR RAPIO HEATING | | 
LAIR FOR VENTILATION». AIR. FOR COOLING | 
- 4 MEANS OF RESPONSIVE CONTROL AND | 
PROVISION FOR TRAPPING THE WINDOW | 

DOWNDRAFT. THE SOLUTION TS FOUND | | 

IN THE ABOVE DRAFT JSTOR SYSTEM. | 


t— mem ae- RE 


. In Engineering 


Herman Nelson leadership in the field of schoolroom heating, 
ventilating and cooling, was achieved, to a large degree, by 
anticipating the ever-changing trends in schoolroom architec- 
ture... and by engineering the practical solutions. 


THE PROBLEM 
A few years ago, engineers in the heating and ventilating indus- 
try were faced with the problem of engineering, designing and 
then building a system of unit ventilation capable of trapping 
and controlling the downdrafts of cold air pouring off the much 
larger window areas used in modern classroom designs, 


THE INVESTIGATION 
Backed by many years successful experience building unit venti- 
lators— Herman Nelson engineers tackled the task presented by 
the new, and still “modern” classroom designs. 
During the period of investigation—many ideas were discussed 
and discarded. A few reached the planning stage. Still fewer 
were tried out. The search narrowed to three major ideas. From 
these three, one system, DRAFT | STOP, was selected. 
The engineering department made its report in March, 1950. 
This was before any of today’s systems for controlling down- 
drafts were on the market! 
IDEA “A"—THE CONVECTION SYSTEM. This idea pro- 
posed the use of strip convectors, of limited capacity, placed in 
back of the cabinet, releasing heated air along the window at 
the sill. 
The system worked, to the extent that it worked at all, only 
when the classroom as a whole needed heating. It failed to 
maintain control of the window draft—when cooling was re- 
quired! This idea also increased installation costs without pro- 
viding justifiable improvements in performance. 
It was discarded by Herman Nelson engineers. 
IDEA “B"—AIR DISCHARGED INTO PLENUM CON- 
DUIT. This idea was a unit ventilation system that relied on 
the unit ventilator to discharge air into a plenum duct. Again 
heating was its prime function and it had the same weaknesses 
as the Convection System plus an increase in power require- 
ments and in costs. 
This idea was also discarded by Herman Nelson engineers. 


THE SOLUTION 
IDEA "C”—THE DRAFT |STOP SYSTEM. Here the funda- 
mental weaknesses of the first two systems, were overcome. 
This system differs from all other types of schoolroom ventila- 
tion by intercepting the air cooled by the window before it has 
a chance to spill out into the classroom and cause drafts! Once 
captured, the cold air stream is never permitted to flow back 
into the room. And since the DRAFT|STOP system does not 
attempt to fight the cold downdraft problem by adding heat, 
except when such heat is actually needed—it works equally 
well under all conditions and at all times: permanently 
blanking out the downdraft from the window as a source of 
classroom discomfort. 
DRAFT |STOP is the one system that offers a “perfect class- 
room climate” without drafts in any season—or in any part of 
the country. This system was introduced to the American 
market in September, 1950. Architects and engineers, the coun- 
try over, have since put the “Mark of 
Leadership" on DRAFT | STOP by speci- 
fying and installing it in thousands of 
classrooms. 
Write for complete information and Ex- 
perience Reports to: Dept. AF10,Heating 
and Ventilating Products, AMERICAN 
AIR FILTER CO., INC., Louisville 8, Ky. 


= 


The SAN MaTEO KNOLLS SCHOOL, San Mateo, California, sits snugly 
against the rolling California hillside which seems to emphasize the 
smooth modern lines of this new school. Architectural features in- 
clude fixed vision-strip windows with a middle opening sash pro- 
viding an open, picture window effect. All classrooms are North 
lighted. The DRAFT | STOP installation is in the popular Sahara-tan 
finish, Architects, FALK AND BootH, Consulting Engineers, DEANE 
AND HILL. 


This is an interesting treatment of a bay-window utilizing filler 
sections and DRAFT|STOP end panels in the Henry WADSWORTH 
LONGFELLOW SCHOOL, in Portland, Maine. Superintendent of 
Schools, HARRISON LYSETH; Architects, MILLER AND BEAL, INC.; 
Consulting Engineer, FELS COMPANY, INC. 


Tue Wm. M. KAEGEBEIN SCHOOL, Grand Island, N. Y., is a typical 
example of good modern one-story school architecture featuring 
glass block with vision strip windows and an interesting use of 
native stone which adds warmth and beauty to the building. School 
Principal, Miss VERONICA CONNOR; Architects, ROSWELL E. PFOHL; 
Consulting Engineers, BEMAN AND CANDEE; Mechanical Contrac- 
tors, JOHN W. DANFORTH COMPANY. 


| HERMAN NELSON 


SYSTEM OF CLASSROOM 
HEATING AND VENTILATING 


HOLCOMB & HOKE 


FOLD OOR 


THE SMARTEST THING IN DOORS 


Make every room more usable, flex- 
ible, completely efficient—at far less 
cost! Use Fotpoor—the famous fab- 
ric-covered folding door that puts 
every inch of floor space to work! 

FoLpoor saves swing space over ordinary doors, saves stack space over 
other folding doors—and every cubic foot you gain, cuts construction costs! 

FoLpoor serves as both door closures and movable walls. It divides the 
space to suit the need—makes a large room into smaller ones—provides pri- 
vacy for small groups, spaciousness for large ones. The many FoLDOOR fabric 
colors harmonize with any interior, lend dignity to all surroundings. 

Include Foipoor in all your building plans. You’ll find the right size and 
type to fit your specifications. For further information, see Sweet’s Catalog 
or write to Holcomb & Hoke Mfg. Co., Indianapolis 7, Indiana. 


TSS rae wile } 


7 pi ata 


ONLY FOLDOOR GIVES YOU ALL THESE... 


K Rugged steel frame, welded rods and rigid hinge-plates 


K Vinyl plastic coverings, easy to clean 

É Multi-V design—with centerline support—requires less stack space 

% Attractive cornice at no extra cost 

% Curved, soundproof, switch-type and mechanically-operated models available 


K Backed by 56 years of engineering and manufacturing experience 
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ance of new ideas... .” There is no point in 
my arguing about whether or not new think- 
ing will help. To argue that point would be 
to agree to the possibility that public housing, 
as a policy, is correct. I have no doubts on 
that issue. 

Mr. Churchill referred only indirectly to 
charges of socialism in housing by saying 
“... and you never hear any kicks about FHA 
subsidies or complaints that FHA is socialistic 
or subversive to private enterprise... .” I 
will make such a complaint a matter of record, 
herewith. 

My chief complaint, however, is the failure 
of architects generally to note their inconsis- 
tency in supporting public housing while de- 
claiming government plan bureaus. They are 
remarkably astute in their assaying of the 
faults and shortcomings of government archi- 
tectural service. At the same time many archi- 
tects take the view that it is perfectly agree- 
able for government to own and operate 
houses and hospitals provided that private en- 
terprise architects plan them. There is no 
difference in private home owners and hospi- 
tal administrators saying it would be entirely 
satisfactory for government architects and con- 
struction bureaus to plan and build their 
buildings provided they (private enterprise) 
can own and operate them in the end. 

What we have to face up to is the fact that 
a thing which is wrong in principle is wrong 
however it may be applied. And it will fail 
when so based no matter how nice people we 
are, no matter how good are our intentions 
and regardless of the excuses we make for it 
when it fails, 

Public housing, it is rumored, has been 
dealt its death blow. I doubt it. However, if 
by some miracle it should die, it still will be 
some 20 years late. 

E. W. Dykes 
Lawrence and Dykes, architects 
Canton, Ohio 


e For Author Churchill’s reply, see below.—Ed. 


Forum: 

Public housing is a necessity in our econ- 
omy because: 

l. Private enterprise historically has never 
been able to supply sufficient housing for all 
needs, and consequently some public agency 
had to step in, just as public subsidies had to 
help schools, railroads, highways, shipping, 
religious institutions, farmers, exporters, vete- 
rans and so on. What you say is true, of 
course: one thing leads to another and it’s a 
shame Horace Mann ever got away with start- 
ing public schools in the early 19th Century. 
However, housing subsidies are essential, both 
PHA and FHA varieties, because a high level 
of construction activity is vital to our econ- 
omy. 

2. Housing of any kind is not a matter of 
“supply and demand” in the old Smithian 
sense any more, but a matter of supply and 
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Would you spend *50 to protect 
/ this’ ho e | yg moisture menace? 
uf 


That amount or less makes the masonry in this home Watertight 
when you use MEDUSA WATERPROOFINGS! 


@ The greatest enemy your construction 
encounters is moisture menace. Yet you 
can protect a home like this against water 
for as little as $50. This is the added cost 
of protecting average masonry by using 
Medusa Waterproofed Gray Portland 
Cement (or when not available Medusa 
Waterproofing Paste or Powder as an 
ad-mixture) in a concrete basement floor, 
in mortar for masonry walls and a water- 
proofed cement plaster applied to the 
outside of the foundation. The use of 
Medusa Waterproofings as an integral 


for use, 


4 Medusa Waterproofing Paste or Powder 
Recommended for use where Medusa Water- 
proofed Portland Cements are unavailable. 
Easily used and mixed with any regular cement. 


Medusa Waterproofed Cements 
Either Gray or White have the correct amount 
of waterproofing ground into the cement at 
the mill and are delivered at the job ready 


part of all concrete would of course 
be slightly higher. 


By specifying and using Medusa Water- 
proofing you assure your customers of 
lastingly dry basements and masonry 
homes. Medusa Waterproofed Cements 
are as easy to use as regular cements, 
with an added cost of but a fraction of 
the expense of repairing water damaged 
construction at a later date! Safeguard 
the future of your homes. Use Medusa 
Waterproofings as a matter of standard 
practice in every job. Write your nearest 
Medusa office for further details. 


MEDUSA PORTLAND CEMENT COMPANY 
= Sales Offices i 


You can build BETTER 


with MEDUSA PRODUCTS Cleveland 1s, oai li Fork, Pa. TERA Washington 5, D. C. 
Baltimore 2, Md. Chicago 1, Ill. Milwaukee, Wis, 


New York 17, N. Y. ‘Pittsburgh 22, Pa. 


LE 


Toledo, Ohio 
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ALL Rubero AND A 


FREIGHTYARD WIDE 


Six football fields could be tucked 
under the broad expanse of Ruberoid 
roofing at the Santa Fe Railroad’s 
new Chicago freight station. That’s a 
lot of roofing but that’s what it takes 
to protect the heavy traffic at the east- 
ern terminus of the Santa Fe system. 
From six tracks, 156 freight cars can 
unload their goods simultaneously at 
this modern depot. 


On big jobs like this, architects turn 
readily to Ruberoid for assistance in 
their roofing problems. They know 
that no other company offers the 
same wealth of experience and knowl- 
edge dating back to the first roll of 
asphalt roofing ever produced. They 


know that they can find roof speci- 
fications to meet every set of condi- 
tions in Ruberoid’s Built-Up Roofing 
Book. For this freight station. ap- 
proximately 3000 squares of Coal Tar 
Pitch, Tarred Felt and gravel surfac- 
ing were applied by the Ruberoid Ap- 
proved Roofer. 


On small jobs, too, you can rely on 
Ruberoid for the same top-notch 
service. So, no matter what the size 
of your next job, consult the Ruberoid 
Specification Book for complete, un- 
biased information on selecting Built- 
Up Roofing. Write for your free copy 
to The Rube `o.. 500 Fifth Ave., 

New York 36, 


The RUBEROID co. 


ASPHALT AND ASBESTOS BUILDING MATERIALS 


SANTA FE FREIGHT STATION 
Corwith (Chicago), Ill. 


Architect: 
ATCHISON, TOPEKA & SANTA FE RY. CO. 


General Contractor: 
ELLINGTON MILLER CO., CHICAGO 


Roofing Contractor: 
EMPIRE ROOFING CO., CHICAGO 


RUBEROID RECOMMENDATION 


(A typical detail example from the 
Ruberoid Specification Book) 


Metal gravel stop 
nailed at 3 0.C. into 
nailer and double 
felt - stripped. 


Built-up roof upper 
2 plies turned down 
dry over nailer. 


SRR 


Wood nailer bolted | | 
to angle. 


Continuous angle 
welded to purlins, 


THE RIGHT ROOF FOR ANY JOB 
—FROM ONE SOURCE 


Smooth Surfaced As- 

bestos, Coal Tar Pitch 

with gravel or slag sur- 

facing, smooth or grav- 

el-and-slag surfaced 

Ruberoid Special Bitu- 

men... You'll find specifications for every 
type of Built-Up Roofing in the Ruberoid 
book. Ruberoid Approved Roofers will 
help you select those that best meet the 
particular needs of every job. 
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THE TREND IS TO AWNING 


give performance 


SPECIAL SCHOOL 


WINDOWS e e 
like this! 


And what performance! Ludman Auto-Lok windows give you complete 
all-weather window ventilation control! They open widest . . . 


close tightest. They seal shut ten times tighter than generally accepted 


HERE ARE JUST A FEW OF THE 3 
MANY SCHOOLS EQUIPPED stondards. Each vent locks automatically at all four corners when 


WITH LUDMAN WINDOWS . . . k i s F 
closed. They help air-conditioning and heating equipment to operate 
Booker High School 
Sarasota, Fle. sa . ‘ lusi 
A n ntrol-Bar, 
Clerkin se kaiorSonlar High more efficiently. And equipped with the exclusive Ludman Control-Bar, 
Clarkstown, N. Y. 
Texas State University 
(Dormitory Group) Š ` : 
Houston, Texas windows to operate! They are made to withstand the severest kind 
MacArthur Gymnasium 
Beaumont, Texas of classroom abuse and give a life-time of trouble-free performance! 
Oak View School 
High Point, N. C. 
Yonkers Junior-Senior High 
Yonkers, N. Y. 
University of California 
(Physical Education Bidg.) 
Riverside, Calif. 
Evansdale Elementary 
Evonsdale, lowa 
Wilson & Enslen Schools 
Modesto, Calif. 
Morrisonville Schoo! Addition 
Morrisonville, Hl. 
jus Elementary School Addition 
Dede County, Flo. 
Forsyth Grade School 
Forsyth, Il. 
Consolidated High, District 4 
Knappa, Ore. 
Nashua School Addition 
Nashua, lowa 
St. Mary's School & Convent 


Rhinelander, Wisc. Over the 's the h 
Pleasant Valley Township 5 S on. 
Bettendorf, lowa - No maintenance required. 
Herbert Hoover School i Reduces heating costs 
Mason City, lowa a Write for descriptive catalog. 
Glenwood Elementary 

Ada, Okla. 

Franklin Sherman Schoo! 

McLean, lowa 

Dorsey Junior Hi 

Miami, Fla. x 


Ludman windows are the simplest, safest, easiest of all school 


A: CONTROL-BAR 

. .» Another Ludman first! 

It's the simplest, safest operating 

device ever designed! So 

little effort is required, even a 

LUDMAN thud con Speraie it No 


maintenance . . . no adjustment 


ALP B: SAFETY-LOCK 


an improved locking 
feature thot securely locks 


Box 4541 Dept. AF-10, Miami, Florida the bottom vent. 


UDMAN LEADS THE WORLD IN WINDOW ENGINEERING 
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S9A9D 


Save pupils’ eyes. Save school-lighting dollars. The new MILLER 
LEXINGTON provides well-shielded overall illumination of high 
efficiency and low brightness at Low ovERALL cost. Rigid Qual- 
ity construction, with long-life finishes. Engineered for quick, 
easy installation. Low maintenance. Long, dependable life. 
Write for details. 


(ae DESIGN: Functional—clean, simple lines. 
A Easy 2-way lamping—1 ladder position. 


ë STRENGTH: Rigid 1-piece steel louver. 


TN 
SNELL ZZ 


THE miller COMPANY, Meriden, Connecticut 
LEADERS IN LIGHTING SINCE 1844 


LETTERS continued 


demand of the mortgage money market, a very 
different thing. 

3. The money market is government-con- 
trolled (which is also “socialism,” but a fact 
nevertheless) and therefore every activity 
which depends either actually or psychologi- 
cally on that market must, sooner or later, in 
some measure come under government aus- 
pices, 

You and I may not like this, but the forces 
of the last 40 years (World War I) cannot be 
turned back. My point therefore is to make 
every effort to make things work within the 
framework that we have, and not to let the 
winter of our discontent fail in germination 
of new thought. 

Henry S. CHURCHILL, architect 
New York, N, Y. 


Forum: 

Henry Churchill’s timely “shot” at public 
housing in your July issue has the ring of 
hope of its survival, subject to certain reap- 
proaches, That public housing needs such is 
not questioned, but his one-track architectural 
approach avoids the main point, e.g., that pub- 
lic housing is a social (welfare) medium with 
a live social purpose. It is the recognition of 
that fact that will revive it. That issue has 
been straddled too long. 


The whole trouble with the program has 
been that it became a project-building opera- 
tion and its architectural opportunities 
crowded out the original reason for its being. 
That many of the architects “missed the boat” 
cannot be charged entirely to the bureaucrats 
but to the fact that some of them, at least 
didn’t have either sufficient courage or vision 
to stand up for their ideas—possibly risking 
canceled commissions. 


Since some, including Henry Churchill, 
feel that public housing done as it should be 
is good business (AF probably won't agree), 
then let's begin over by recognizing its pri- 
mary purpose. Public housing as a social 
factor should help to meet the challenge of 
bad environments in cities and towns, ad- 
mittedly one of the causes of the problems 
with which the social agencies have to con- 
tend and for which we generously (?) pro- 
vide Community Chest funds—without recog- 
nizing that the slum areas get most of them. 

Public housing didn’t begin as Henry 
Churchill suggests from “the smell of rich and 
redolent pork” but as a means of helping re- 
lieve the then serious unemployment situa- 
tion. Fortunately, there was currently the 
dream on the part of certain of the early 
housers, at least, that getting rid of some of 
the bad slum housing (with which all were 
familiar and had decried but had done noth- 
ing about) was possible to be realized. 

The need now is to get back to first prin- 
ciples, namely, that since bad home and 
neighborhood environments are contributing 
factors (not sole causes) of many acute social 


continued on p. 102 
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We Built A 
Dallas Skyscraper 
in 188 Days 


says Contractor J. W. Bateson of Dallas 


It happened recently in Dallas, Texas. J. W. Bateson 
Company, Inc. began erection of the sleek, new Corrigan 
‘Tower Building (right) on July 1, 1951, and completed the 
job exactly 10 months later, on May 1, 1952. 


How did they do it? By using Cofar corrugated steel forms, 
which also serve as reinforcement, J. W. Bateson Company 
completely eliminated the costliest, most time-consuming 
element of concrete floor and roof construction—wood forms. 
Cofar sheets arrived at the site cut to fit the building frame. 

In one quick easy operation, 30 square feet of form and 
reinforcing steel was placed and immiediately provided the 
required reinforcement per square foot and a working platform for 
plumbing, electrical, and other trades. Concrete was then placed. 
Result: A safe high-strength floor. 


Cofar makes concrete floor and roof construction a one-stage 
operation, provides all the structural concrete slab, completely 
eliminates wood forms, and saves weeks in building time. For 
advice, estimates, and costs on your building project, write 
either home or district office, attention Department AF-1. 


sae our catalog in 
is) Corrigan Tower 
Owner: Corrigan Properties, Inc. 
Leo F. Corrigan, President 
of write for copy Architect: Wyatt C. Hedrick, Dallas, Texas 


Workmen placing steel and form in one fast operation, An immediate working platform for all trades. A safe high-strength concrete floor. 


the reinforcement that forms 


GRANCO STEEL PRODUCTS COMPANY 


Subsidiary of Granite City Steel Company, Granite City, Illinois 
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Heating 
Installation 

by Hausgas, Inc. 
Washington, Mo, 


«+» Statement by Mr. James 
Dawson, Supt. of Schools, Crawford 
County, Bourbon, Missouri. 


aT 
aaa 
= 


id. any 
gaT 


“By using Janitrol Gas Unit Heaters instead of money-saving advantages of Janitrol Unit Heaters 

a central heating system, we saved enough to in your specifications... whether for a new 

build within our budget. Installed in September, plant a remodelled building or to replace an 

the 17 Janitrol Unit Heaters have proved highly obsolete heating system that is costly to main- 

satisfactory!”, said Mr. Dawson. tain and operate? 

The teachers, too, are very happy | Bruce F. Barnes, of the firm of Barnes | Write today for your copy of 

with this heating system. Each and Snipes, architects, writes, "The rea- | Businessman’s Blue Book of Bet- 
: ae con. | sons for considering your equipment f i 

room being thermostatically eE included economy ofinstallationand | ter Heating. It gives numerous 

trolled, each teacher can main- | fexibility of handling the heating | examples of correct unit heater 


tain any desired temperature. problem. Savings over other equiP- | installation practices for many 
R Š ment approximate over 50%." i 
Why not consider the practical types of buildings. 


Engineered by the makers of AE 
2n Ja ma trol 
name industry. 

GAS-FIRED UNIT HEATERS 


SURFACE COMBUSTION CORPORATION * TOLEDO, OHIO 
There's A Type and Size of JANITROL GAS UNIT For Every School Heating Need 
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The economy of LUDOWICI tile 


for 
School Roofs 


Washington School Addition 
Evanston, Illinois 

Perkins & Will, Architects-Engineers 
Chicago, Illinois 


For only 1'/,% more 


than the total cost of the building, 


this new school will receive absolute roof fire protection and a permanence for the life of the structure 
which indicates the very minimum of maintenance cost. These architects are particularly adept in solv- 
ing the numerous problems of modern school architecture and realize the economy of tile on their 


cleverly designed roof construction. 


Obviously, for schools there should be no compromise with quality and quality is the very essence of 
economy. Ludowici Tile Roofs cannot be equaled for economy first and last. We invite architects to 
consider tile roofs as the immediate solution in modern school architecture for protection and permanence. 


Samples and estimates will be gladly furnished on request. 


LUDOWICI-CELADON CO. 


Dept. F-10, 75 East Wacker Drive, Chicago 1, Illinois 


565 Fifth Avenue 740 - 15th Street, N.W. 12734 Woodland Avenue 4801 Lemmon Avenue 
New York 17, New York Washington 25, D. C. Cleveland-20, Ohio Dallas 9, Texas 
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clearance- 


t the product, that needs 


reap?’ 

B.M petit. chairman 
Committee on housing 
San Dies? Community Welfare 
San Diegos Calif. 


Council 


\ 
\ p.s. it can be, for it 
Pettit WS thi ymer irector of the 
siaN Haven Conn. d. 


o Reader Petti 
Housing Authority in 


| porGoTTEN MAN 


Forum: 

In yout article, “The 
» (AF, June ` Js 
.. “Good planning e 

oday than 


or Better Plan \ 
à by the 


Texas Lan 


Athens. Tex. 
p- 106 
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Wascolite Ventdome 
put it anywhere in the plan— 


Now, for the first time, the superior daylighting of Wascolite Skydomes — with ventilation 
added! You can revolutionize home, school and plant layouts — yet allow adequate daylighting 
and air circulation for all interior areas. And all of these radical changes can be planned without 
designing special roof, curb or flashing construction! 

The Wascolite Ventdome— the first and only unit of its kind commercially available — is com- 
pletely prefabricated. Easily installed over a simple roof opening. The Ventdome consists of an 
acrylic plastic dome and an insulated curb with built-in ventilating unit — power driven or with 
adjustable louvers. Available in aluminum, copper or galvanized iron, with domes of clear color- 
less or white translucent acrylic plastic. Nine standard sizes. 

Wascolite Ventdomes are the product of the Wasco Flashing Company — makers of the famous 
Wascolite Skydome and pioneers in the field of toplighting. 

“patent applied for 


For further information see Sweet's Catalog or write: 


WASCO FLASHING COMPANY 


89 Fawcett St., Cambridge 38, Mass. 
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WEDNESDAY 


THURSDAY 


MONDAY 


26-story Skyscraper 


clad 


Building—Tishman Building, 
99 Park Avenue, N. Y, N. Y. 


Owner—Tishman Realty & 
Construction Company, Inc. 


Architect—Emery Roth & Sons 


General Contractor—Tishman 
Realty Corporation 


Subcontractor on Aluminum — 
General Bronze Corporation 


The entire job of erecting the outside walls 
of this 26-story office building was done in 
64% working days. The conventional 
masonry construction originally planned 
would have taken eight weeks or longer. 
Alcoa helped develop the materials and the 
methods which made this record possible. 

The first plans of the $14,000,000 struc- 
ture being erected by Tishman Realty & 
Construction Company, Inc., were redrawn 
as a result of careful study of the Alcoa 
Building. The pioneer use of aluminum 
curtain-wall construction in the Pittsburgh 
headquarters of the Aluminum Company of 
America forecast the building economies 
dramatically proved by this walls-in-a- 
week record. 

The 1800 exterior panels were prefabri- 
cated, each complete with two windows, by 
General Bronze Corp. within a period of 
three months—two stories high and over 
41⁄2 feet wide, they were trucked from the 
assembly line to the building and stored on 
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im Alcoa Aluminum 


im Ge days! 


the floor they were to enclose. Three crews 
installed the panels from inside the building 
without the use of exterior scaffolding. 

The economies of modular, curtain-wall 
construction with lightweight, low-mainte- 
nance aluminum panels are available to you 
for new construction or modernization of 
existing buildings. A phone call to your 
local Alcoa sales office, listed in your clas- 
sified directory under “Aluminum”, can 
acquaint you with full details. Make the 
call today. Or write: Aluminum Company 
of America, 1887-K Alcoa Building, 
Pittsburgh 19, Pennsylvania. 


Aluminum 


ALUMINUM COMPANY OF AMERICA 


Alcoa ©. 


106 


AMIDALL 


DECORATIVE PLASTIC LAMINATE 


Walls and Top Surfaces 


The architect would tell 

you that the walls in these 

rooms have a beautiful fu- 

ture, They’re LAMIDALL.* 

These structurally strong 
14" thick plastic laminate panels 
cost less, too. The simplicity of 
application and the proved dura- 
bility of LAMIDALL combine to 
keep the price low and practical. 
Small wonder so many of the 
men who specify wall materials 
specify LAMIDALL. 


*The table is Lamidall, too. 


For different but no less important 
reasons, builders and contractors 

are equally enthusiastic about 
LAMIDALL. Its installation time 

and costs are low. The 4’ x 8’ panels 
are cut to size on the job, quickly and 
easily applied. The walls and gleaming 
lavatory top surface illustrated here are 
a beautiful case in point. 


Corridor walls in hos- 

pitals take a never- 

ending beating. It’s 
only natural the superintendent 
of this hospital is well pleased 
with the durable, practical walls 
of LAMIDALL. Maintenance time 
is negligible, for LAMIDALL 
cleans with a damp cloth. Its 
hard, smooth surface stubbornly 
resists stains, hard wear and or- 
dinary abuse. Years from now 
these walls will look new. 


Send for Free Samples and Full-color Folder! 


somo liss Woonart [NDUSTRIES [NC. veron 34, micnioan 


Address Inquiries to Woodall Chicago Plant, 3508 Oakton St, Skokie, MI., 
where Lamidall is produced. Other Woodall Plants: Cleveland è Laurel, Miss, 
© Mineola, N.Y. è Monroe, Mich. è San Francisco, Calif. 
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ARCHITECTURE WITHOUT RELIEF 


Forum: 

Your caption writers are even more ignorant 
of the art of landscape than architects in gen- 
eral. On p. 109 of your August issue, a new 
low has been reached in speaking of a “curved 
terrace that relieves the rectangularity of the 
building.” 

Since when has rectangularity had to be 
relieved? 

Landscape Architect Halprin has done bet- 
ter work than this (p. 121, same issue) and, 
as landscape, the work of Sert and Wiener 
(pp. 124-131, same issue) deserves high 
praise: it expresses their building, which, if it 
needed relief, would not be architecture. 

James FANNING, landscape architect 
New Canaan, Conn. 


WANTED 


Forum: 

Two architects and I are establishing an 
architectural and engineering practice. 

We are interested in building up our refer- 
ence files and would like to have your adver- 
tisers advised that we are interested in receiv- 
ing their catalogues or brochures on product 
information. 

Joun WENDELL ANDERSON, engineer 
Port Allegeny, Pa. 
è Forum, from time to time, gives its advertisers 
a list of subscribers who request to receive product 


information. The next such list will be compiled 
about Dec. 1—Ed. 


VENEZUELA'S PATIOS 


Forum: 

The article “Can Patios Make Cities” in the 
August Forum contains work done by our 
firm and presented without proper credits. We 
feel obliged to make the following clarifica- 
tion of the facts: 

l. Oficina de Planificación y Vivienda, 
Caracas, whose principals are Francisco Car- 
rillo Batalla, Carlos Guinand Baldó, Moisés 
Benacerraf, was contracted by the Orinoco 
Mining Co. (a US Steel subsidiary) to 
do the planning and architectural work at 
Puerto Ordaz and Ciudad Piar, the new Vene- 
zuelan cities. Town Planning Associates of 
New York, Paul Lester Wiener and José Luís 
Sert, were consultants to us for this work. 

2. Likewise, Oficina de Planificación y 
Vivienda was contracted by the Banco Obrero 
(Venezuelan Housing Agency) to do the plan- 
ning and architectural work for the Pomona 
project in Maracaibo, Venezuela. Town Plan- 
ning Associates was also consultant to us for 
this work. 

3. The hospital shown on p. 129 will be 
built in Maracaibo for a private owner and 
not in one of the steel towns as stated in the 
article. 

Francisco CARRILLO BATALLA, director 


Oficina de Planificación y Vivienda 
Caracas, Venezuela 
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Tru-Perimeter* Heating for Schools! 


Webster Walvector stops down-drafts in 
modernized Garfield ool, Maywood, Til 
Heating installation by spf Heating & Venti- 
lating Co., Inc., with the approval of Chiaro 
& Chiaro, Architects and Engineers, school 
architects. 


New School 
Building from Old 


Maywood, Ill, . . . Public school 
officials here have extended the 
usefulness of the old section of the 
53-year-old Garfield School by 
comprehensive modernization. Out- 
standing feature was replacement 
of obsolete hot air system with 
forced hot water using Webster 
Walvector. 


Rejuvenation of the old section of 
the Garfield School in 1951 involved 
such things as fresh, light-colored 
paint, sanitary asphalt floor tiles 
and modern, movable desks. These 
improvements would not have been 
long-lasting with the obsolete duct- 
type hot air system. Hence, Webster 
Tru-Perimeter Heating and Webster 
Walvector were vital to the plan. 


Webster Walvector in kindergarten is completely 
safe for children, Nothing too hot to touch. 
Here’s what Joseph Lorenzo, Build- 
ing Superintendent, says: “We like 
the new system. Heat is spread 
evenly along outside walls and 
under all the windows with a mini- 
mum of piping. It is much more 
economical than our old system.” 


*What is Webster 
Tru-Perimeter Heating? 


Webster Tru-Perimeter Heating uses Webster Baseboard, Webster Walvector, 
or a combination of both, to replace the heat at the perimeter where heat loss 
occurs. Heating elements are mounted close to the floor along outside walls, 
spreading the heat the entire length of the exposed walls. Webster Tru-Perimeter 
Heating warms the air within a room, warms the floors, and warms the inside 
surface of outside walls where a normal coolness occurs during the winter 
months. Gently moving warmed air is drawn to floor level 
into the inlet opening of the radiation. Radiant heat rays strike the floor along 
the full length of the exposed walls. Floors are warm and comfortable even with 


slab floor construction, 
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Webster Walvector in auditorium of Norfolk 
Catholic High School, Architects: Gleeson and 
Mulrooney, Phila. Assoc, Archi T. David 
Fitzgibbon, Norfolk, Consulting Engineer: 
Yilliam G. Flurer, Phila. Heating Contractor: 
Coley and Petersen, Norfolk. 


Solves Heating 
Design Problems in 


500-STUDENT 
HIGH SCHOOL 


The designers of the new Norfolk 
Catholic High School were able to 
attain long sought objectives by 
using Webster Walvector Radiation 
and forced hot water for the basic 
heating need, supplemented by 
Webster Convectors and Webster- 
Nesbitt Unit Heaters. 


Norfolk Catholic High School, Norfolk, Va. 
Auditorium wing at left, gymnasium wing at 
right. Cafeteria wing in rear. 


Economy in first cost was helped by 
the simplicity of Webster Walvector 
with its reduction in distribution 
piping and use of only limited 
space, well illustrated in the audi- 
torium view. 


Comfort was assured by spreading 
the heat the full length of the out- 
side wall. Minimum operating costs 
were obtained by division of the 
installation into five zones. 


Clyde L. on School, Glenview, Minois. Photo 
by Hedrich-Blessing. Heated by Walvector with 
forced hot water. 


Perkins and Will, nationally known 
Architects and Engineers specify 
“perimeter” heating for comfort 
and economy... 


Many of the schools designed by 
this Chicago firm feature large glass 
areas. To off-set resulting heat 
losses, the consulting engineers, 
E. R. Gritschke and Associates, 
have specified Webster Walvector, 
Tru-Perimeter Heating. 


Library in Casc 
Heated by Walvector with steam. 


Webster Walvector gently warms 
the exposed walls of a building. 
Heating-up is quick and easily con- 
trolled, Less piping is needed than 
in conventional radiator systems. 
No fans, blowers or filters are used. 


Teacher's lounge in Technical Building, Evans- 
ton Township High School, Evanston, Illinois. 
Heated by Walvector with steam. 


If you want more information about Webster 
Equipment for school heating, write us. Address 
Dept. AF-108. 


WARREN WEBSTER & COMPANY 


d across the floor 


Camden 5, N. J., Representatives in Principal U. S. Cities 
In Canada, Darling Brothers, Limited, Montreal 


Cb ela tern 
WALVECTOR 


EO. V, $ PAT, OFF, 


For Steam or Hot Water Heating 
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120/208 VOLTS 
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Power is supplied at 13.8 kv to: 


eer es S hh A4 (A) ALL SPOT NETWORKS throughout the project. Three 
L EE cS oe feeders serve each power center. Should one fail, the other lines 

2400 VOLT Ý ¥ y y 480 VOLT still serve all loads. If two fail, all nonessential load is dropped. 

= a ne If the third fails, all loads are dropped and only designated ones 


C&C ske are supplied by a 5000-kva emergency turbogenerator set, located 
py T Yar We i (B) IN THE POWERHOUSE. There, both 2400-volt and 480-volt 
| service is available for power loads. (C) IN THE MAIN HOSPI- 


e| TAL, five spot networks feed all loads through bus duct risers. 


E TR 
TRANSFORMER 
-O— BREAKER 
oc NETWORK PROTECTOR 


TO SUBSTATION 


Ww 


WORLD’S NEWEST 
RESEARCH HOSPITAL 


U. S. Public Health Service’s new National Institutes of Health at 
Bethesda, Maryland, is an excellent example of advanced hospital de- 
sign—based on a sound functional program that covers both present 
and future requirements. 

The entire architectural plan, in fact, reflects the Institutes’ critical 
mission: to conduct research on virtually every known disease. All 
buildings have been designed specifically for that function. Result: ulti- 
mate in research and treatment facilities. 

The key in this plan is the 500-bed, air-conditioned main hospital 
building, upper left. Here, treatment efficiency dictated floor layout. 
Practically every patient’s room has been located adjacent to labora- 
tory facilities. 

Future hospital requirements have also been adequately covered in 
the original plan. Without any additions to the building, present fa- 


cilities can be expanded to 2500 beds in an emergency. 


What makes a Functional Electrical System 


Function again became the guide when a method for distributing 
electrical power was selected. After a complete analysis of the Institutes’ 
vital assignment, the project’s engineers adopted a spot network system, 
described at left. And, by matching it with the unitized distribution 


equipment covered on the next pages, the National Institutes of Health is 

Architects & Designers: 
General Services Administration 
Public Building Service provision for future expansion. 


The construction application engineer in your nearest Westinghouse 


assured uninterrupted electrical service . . . in all areas . . . with adequate 


Electrical Contractors: 
Harry Alexander, Inc., H. P. Foley Co., Office offers this same kind of planning help to you and your engineers. 
E. C. Ernest, Joint Adventurers 


a Reton. Call him for complete details. Westinghouse Electric Corporation, 


P. O. Box 868, Pittsburgh 30, Pa. J-94006 


you can BE SURE...iF irs 


Westinghouse 


MAIN HIGH-VOLTAGE SWITCHGEAR 
feeds and protects 19 spot networks through- 
out the 15-building research center. 


CONTROL CENTERS...FOR FLEXIBILITY...a vital factor 


In the powerhouse, grouped motor control—in Westinghouse centralized control 
centers—contributes substantially to smoother operation of the hospital. All 
motor starting and circuit protective devices are housed in a neat bank of unitized, 
easy-to-service structures. In just a few steps, then, one man covers the extent of 
motor control for all air conditioning and other important service facilities. As 
a result, trouble-free and more efficient operation of these services is assured. 
Complete flexibility of electrical components, as well as modular-constructed 
units, gives the Westinghouse Control Center ability to expand to any future 
needs of the research center. This type of structure may hold as many as five 
motor starter units and can be added to, moved anywhere, or repositioned as 
needed. Arriving at the National Institutes of Health completely assembled, wired 


and tested, the control center was ready to operate after a minimum of 


installation effort. _ Jaros 


Control Center Balcony Location in the pow- 
erhouse allows the operator to see the motor, 
below, while inspecting its control unit. 


Installation Flexibility permits con- 
trol center to be close-coupled to the 
power center, further centralizing the 
control equipment serving this area. 
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Modern power centers can be located at 
the center of load for most efficient and 
economical power distribution. At right 
is switching portion of power center. 


Lower right. Here is transforming sec- 
tion of power center, showing the low- 
voltage network protectors. 


HIGH SERVICE CONTINUITY AND ECONOMY...designed in 


Electrical distribution facilities at the National Institutes of Health are matched 
to functional needs. The project’s engineers designed a system that provides all re- 
search areas with exceptionally reliable service—and it does this economically. 

Primary 13.8 kv feeders are carried throughout all buildings to spot network 
power centers. This reduces wiring costs and minimizes power losses. 

One to five “spot-network” units have been located in every building to transform 
the high voltage down to utilization level. Each network contains three transformers. 
Should trouble develop on one, the other two carry the load. This not only assures 
excellent service continuity, but also spells out further savings. Since the trans- 
formers in the individual networks share one another's peak loads, smaller size 


units are permitted, J-60848 
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Sound, modern, compact 


BUS DUCT IS FLEXIBLE 


The power arteries of this hospital are Westinghouse 
Low-Impedance Bus Duct. It was a sound choice. For bus 
duct is the ultimate in modern, flexible power distribution. 

Due to greater current-carrying capacity, bus duct re- 
quired considerably less space than cable and conduit . . . 
carries power more efficiently. Standard, prefabricated 
sections coordinated perfectly with building plans .. . 
were quickly and easily installed. Bus duct is smart, mod- 
ern in appearance ... runs and risers blend smoothly into 
the interior design of the hospital. Best of all, bus duct is 
flexible—meets changing load demands; provides suffi- 
cient reserve capacity to handle future loads without 


expensive rewiring, J-30167 


Low-impedance bus duct riser carries power 
from low-voltage switchgear to panelboards, 
located in wire closets on each floor. 
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Space, safety, added load with 
PLANNED-IN PANELBOARDS 


The final, functional link in this hospital’s unique electrical distribution 
system is provided by Westinghouse De-ion® Circuit Breaker Panel- 
boards. Built to‘one unvarying standard of quality and performance, each 
Westinghouse Panelboard was, nevertheless, individually engineered to 
match the requirements of specific) local electrical services. 

Critical space was sayed—because Westinghouse Panelboards are com- 
pact. Safety was gained because Westinghouse De-ion Circuit Breakers in 
these panels can be operated without danger . . . will not interrupt vital hos- 
pital services needlessly. Future additions or changes in-load will be easily 


accomplished—because extra circuit capacity has already been provided. 
J-93520 
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Tripped circuits can be seen at a glance—because all Panelboards are mounted in wire closets on 
Westinghouse De-ion Circuit Breaker handles assume each floor. They provide for centralized control 
central position on automatic tripping. of electrical services, 
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Lo Salle Motel Lobby Rapp & Rapp, Architects 


specify a FLOATING SLAB with 


Terrazzo floors will retain their beauty years longer if you specify “floating slab” 
construction reinforced with Keymesh. With this construction, the terrazzo base and 
finish become an independent slab . . . are independent of the structural movement 
of the framework of the building. 


KEY MESH reinforcing for 


GALVANIZED REINFORCING 


It is easy to see the advantages of Keymesh reinforcing. It’s galvanized. You’re sure of 
a good bond because it’s free of rust. Made of woven steel wire mesh, it provides 
multidirectional reinforcement. The exclusive reverse twist weave adds still more 
strength. Keymesh also has more cross wires per square foot than other types of 
reinforcement. That means greater reinforcing strength and bonding area, too! 


With all its advantages, the cost of Keymesh is low. Usually, you get the “extra” value 
in Keymesh at lower cost than for other types of light duty reinforcement. 


lasting TERRAZZO beauty 


The independent reinforced terrazzo structural slab is your most positive assurance 
against cracking due to structural movement. That’s why you get lasting beauty. 


Floating slab construction, with Keymesh reinforcement, assures a strong 
crack-resistant base for tile, oxychloride, asphalt emulsion and mastic floors, 
as well as for terrazzo. 


HERE’S HOW YOU BUILD A FLOATING SLAB Keymesh is easy to 
Over the structural concrete base, spread a layer of sand, which provides 
the floating effect. Add 15 Ib. felt paper topped with 1:4 concrete mix. 
Place 14 in. x 17 ga. Keymesh over this ‘entire section, lapped two mesh 
widths at sides and ends. Complete slab with 1 inch 1:4 mortar, dividing 
strips and terrazzo topping. If cove or wainscot is included, add Keymesh 
(separated from the floor) to this area for maximum crack protection. If 
radiant heat is installed, place Keymesh over pipes before pouring mix. 
Keymesh provides uniform heat distribution, guards against cracks. 


handle. It rolls out 
flat, stays flat, 
and lays without 
bulges. 150’ rolls, 
3’ and 4’ wide, 

in wire gauges 

to fit the job. 
Write for details. 


KEYSTONE STEEL & WIRE COMPANY, PEORIA 7, ILLINOIS [(20°". 


KEYMESH * KEYBEAD + KEYCORNER * KEYSTONE WELDED WIRE FABRIC in 
KEYSTONE NAILS + KEYSTONE TIE WIRE + KEYSTONE NON-CLIMBABLE AND ORNAMENTAL FENCE SOUT S 0 
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How to provide an economical 
wiring system for shopping centers 


You can cut wiring costs in shopping centers and other 
multi-unit buildings by using G-E cables and a high- 
voltage distribution system. The high-voltage system 
will cut power losses; and G-E cables, designed for 
each part of this system, will provide dependable service 
with minimum installation costs. 

This, basically, is the system: First bring in the power 
from utility lines with G-E Super Coronol* cable. This 
cable can be run underground to a master unit substa- 
tion in the basement. No conduit is needed, and un- 
sightly overhead lines are eliminated. 

From the master substation, you can supply power 
at high voltages to load center substations, or at utiliza- 
tion voltages to distribution panelboards—depending on 
the electrical load pattern. A G-E V-c interlocked armor 
cable system can prove to be most economical for this 
application. This armorcd cable is flexible and needs no 


conduit. It can be run easily around corners and over 
beams to save both engineering and installation time. 

Other load patterns may call for high-voltage Super 
Coronol cable feeders. These can be buried directly in 
the ground, or installed in conduit or ducts. 

To supply low-voltage power to the smaller shops 
and other light load areas, your answer will probably be 
G-E Versatol* Geoprene cable feeders in conduit or 
ducts. 

Whatever the load pattern, a planned G-E cable sys- 
tem will help cut wiring costs and give your client a 
dependable and efficient power supply. G-E engineers 
will be glad to help you with the planning. For more 
information, write Section W100-104, Construction Ma- 
terials Division, General Electric Company, Bridgeport 
2, Connecticut. 


*Registered Trade-mark, General Electric Company 
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CH l LDREN, said Forum in its 1949 School Reference Issue, “were the greatest output of 


the US during World War II.” And it reported estimates that 7 million children 
added to the school population in 1949 to 1960 would call for $10 billion in public 
schoolhouse construction. 

Alas, both as to numbers and costs, these predictions turned out to be classics 
of underestimation! 

Of those 7 million children expected to greet teacher over a period of 11 
years, 4.6 million had already showed up in school by 1953. 

Latest census data have caused the US Commissioner of Education to up his 
estimate to a total gain between 1949 and 1960 of 11.6 million school children 
instead of 7 million. There will be 7 million between now and 1960. (Today’s 
staggering predictions are distressingly accurate compared with 1949’s because of 
the intervening schoolhouse survey of the US Office of Education.) 

And, costs have skyrocketed, too. 


Upshot is this colossally extended calculation of school need: 


Backlog of classrooms needed but not yet built... 345,000 
Add new classrooms needed by 1960.......... 425,000 


Totalneed............. ......... 770,000 classrooms 
At an average cost of $44,000, including land, this means that new school- 
house construction, properly carried out in the right places, will cost about 


$34 billion 


Under such heavy need, is it any wonder some US school boards are already stag- 
gering, and economy becomes the top theme? 

To help, Forum called a rounded group of experts together in New York 
for a schoolhouse economy forum (p. 118). 


And it sent an SOS to school architects for schools with their best economy 
ideas—then culled literally hundreds of plans for the selection that begins on p. 127. 


Aware that Forum’s earlier editors set a high tradition that Forum school 
reference issues call the turns (in 1935 starting the main wave of modern design 
and the California finger plan; in 1949 predicting the end of finger-plan dominance 
and a new era of design experiment, plan freedom), the editors have done their 
best to watch for new trends today: 


>In plan freedom we are already marching out with cluster plans, loft plans, zone 
plans, core plans (p. 127). 

> In design too we find a new branching, a new stress at one end on “little house” 
domestic scale, at the other end on a new kind of institutional treatment (p. 166). 
>In lighting we find a new challenge to the big window, experiments with electric 
light, a whole new vocabulary of top daylighting (p. 184). 

>In heating we find a new stress on cooling and the advent of the practical heat 
pump (p. 179). 

> In construction the gimmicks are many (p. 174). 


This issue is dedicated to all who would have the best the US can produce 
for the only Americans there are going to be—today’s children. 
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FO RUM: A roomful of experts tackle the problem of costs, 


agree on ten major ways to stretch the schoolhouse dollar 


Against the challenging background of a growth in school population of 7 
million during the next five years and a need for 770,000 more classrooms 
at a cost of $34 billion, the editors invited a group of distinguished school- 
men, administrators, architects, consultants and engineers to explore every 
possible avenue of schoolhouse economy. 

The stature of the men who participated in this forum and the ur- 
gency of the problem they discussed commend their findings to every school 
board—and to all others concerned with the future of America, which lies 
in the future of her children. 


On this the forum agreed: 


School building economy has become urgent because of what is called a great 
“wave” of children; but we now expect the new higher birth rate to be less like a 
moving wave than a permanent new high plateau. This year some elementary 
schools suddenly found their enrollment tripled by children born in 1946-47; be- 
tween 1953 and 1959 the US school plant must care for an expected increase of 
7 million pupils; no slack-off is in sight. 

America’s schoolhouse financing problem could be compared to any banker’s 
problem in advancing capital for a major expansion to an industrial operation that 
will be immensely productive—but needs 14 years before its new productivity 
will start paying off. In the same way our children will be productive and will 
enrich the much bigger society that will exist after they grow up and have their 
education. The sudden expansion explains the sudden strain placed upon the 
school resources and the credit of a country which until World War IT had been 
geared to a declining birth rate, and moreover had not been compelled to set aside 
any large share of its current income for defense and survival. 


Inherited limitations on bonded indebtedness are no true 
measure of what we can prudently finance 


Gloomy assertions that our $34 billion* estimated need in new school plant up to 
1959 must be trimmed to the much smaller total debt limitation of municipalities 
are based on arbitrary assumptions. The debt limit itself is arbitrary, based on 
earlier expectations which counted neither with the explosive needs of a new gen- 
eration nor with its later explosive expansion in capacity to repay. 

Clear thinking is required to avoid confusing a momentary strain (while 
climbing the plateau) with an imagined need for skimping. Every youngster of 
the new generation is a potential new producer, and he will contribute to the new, 


* Of which the construction cost is about $25 billion, 
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bigger society largely in proportion to his education. The greatest 
wealth of America lies precisely in these children, not in dollars; 
indeed our children are the entire and only America there is going 
to be. If we shortchange them we shall be saving coppers and 
throwing away pure gold. 


The American economy has been able thus far to finance 
bountifully whatever America really wanted .. . 

. .. be it cars, fancy foods, television sets—or an investment in 
school or college education. When a higher want arises, the very 
act of satisfying it (in our economy) produces not only added 
prosperity but also greater economy in producing the higher 
quality of goods. It would consequently be a major mistake to 
resign ourselves to building shabby schoolhouses in “economy's” 
name when the very act of producing good schoolhouses will 
operate to make these better ones cheaper. 


The American people must choose what they really want 
. . . They now spend annually $1.7 billion for television sets (to 
complete the broadcasting plant) against $1.4 billion to maintain 
and extend their school plant. If this relative scale of expenditure 
is to mean inadequate schooling in the future, then the American 
people stand self-condemned for gross folly, gross irresponsibility, 
a disastrous loss of moral fiber in caring for their children. We 
believe they need only know the facts to rise to the occasion, and 
we commend warmly the efforts of such groups as the National 
Citizens Commission for the Public Schools to carry the discussion 
into every US community. 


Building schools costs actually less today in comparison with 
other goods than it did in 1936! To supply his child with a 
schoolroom, the taxpayer gives up less wheat, fewer theater tickets, 
fewer cars in 1953 than he did in 1936; and since the quality of 
school buildings has meanwhile greatly risen (as has the standard 
of teaching) economy defined as higher value received for less 
money is already at high level. Indeed, schoolhouse costs have 
stayed low compared not only to other kinds of goods but to 
other kinds of buildings, due to cheaper financing, better plan- 
ning, more sensible design fostered by educators together with 
architects. 


It would be a major error, therefore, to seek further economies 
by first, or exclusively. taking a negative cheeseparing approach, 
especially if cheapened quality results in higher operating and 
maintenance costs. 


It would be most wise, in our opinion, to start first with a con- 
structive approach, seeking full utilization of all available re- 
sources and combinations through better brainwork, better pro- 
gramming, better administration, better planning. Indeed the 
greatest economies will be effected before the school architect 
even touches pencil to paper. 


These opportunities involve a whole series of people and 
agencies: the school board, superintendent, principals and teach- 
ers; local, state and federal officials and legislators; educational 
consultants; architects and engineers, builders and manufacturers 
in the building industry; code officials and even insurance under- 
writers. 


If the American people really want economical school buildings, 


here are ten ways to get them: 


1. Larger administrative districts to spread the tax base 


The public school building job is directed by 77,000 local school 
districts responsible to local communities. We agree that the first 
major step toward schoolhouse economy lies in enlargement of a 
great many undersized school districts as administrative units. 

All across the US consolidation or centralization of districts, 
and cooperative action between districts, are already under way. 
but they have far to go. South Carolina has just reduced 1,600 
districts to 103 larger ones; Michigan, it is estimated, could do 
better with 250 to 300 districts than with the 4,500 she has in- 
herited from an earlier day when the small district really func- 
tioned; New York, Massachusetts, Pennsylvania are among states 
whose existing boards have joined together to act as regional or 
consolidated bodies; 43 other states have studies under way 
looking toward similar action. 

Major economies result through balancing out taxes, through 
putting together enough people, enough space, enough personnel, 
enough available funds to engage on correlated instead of chaotic 
building programs, avoiding the stupid reduplication of school 
buildings each of which (having too small a district to call upon) 
is inadequate. 

Enlargement of the administrative district does not necessarily 
lead to building larger schools—it may result in building a good 
many smaller ones—but it does allow more shifting of pupils and 
adjusting of staff and arrangements. 


Adjustability among schools. There is no magic or sacred 
point at which a child must go to a junior high instead of an 
elementary school, to a senior instead of a junior high school. A 


district large enough to possess a number of buildings can shift 
a grade here and there to meet the ebb and flow, so each building 
gets fuller utilization and less construction is needed. The junior 
high school, in addition to its own individual purpose, has the 
advantage of being a buffer between elementary and high school. 


The too small high school is perhaps the chief symbol of in- 
efficient reduplication where small communities vie with one an- 
other instead of joining forces. The National Citizens Commission 
for the Public Schools found in North Carolina that 100 high 
schools would have sufficed in place of the present 800, if an 
enrollment of 300 were accepted as the minimum on which an 
efficient high school could be built. This does not mean that the 
100 buildings would cost one-eigth as much—since each would 
be larger—but it means that labs, special rooms, gyms, ete., could 
be made adequate instead of being skimped or omitted altogether, 
and a big share of their cost could be saved by avoiding redupli- 
cation of basic classroom space from one town to another. 

Small-town chamber of commerce loyalties are often behind 
the idea that “our town must have its own high school.” But there 
are many communities in which local patriotism has in fact been 
just as well served by focusing on an intermediate school instead. 
Where an inadequate too small high school building already 
exists it can often be converted into the nucleus of a good new 
elementary or intermediate school (which requires less elaborate 
facilities), thus salvaging the existing plant. Then the most ex- 
pensive type of building, the fully equipped high school, can 
serve a much larger area with a larger tax base. 
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Here are 50 ideas 
for schoolhouse economy 


that came out of the forum. They are 


expanded on adjoining pages. 


1. Combine small school districts into larger 
ones, or arrange for joint action, so the build- 
ing program can avail itself of existing and 
new buildings in a more efficient pattern. 


2. Abandon the too small high school. Turn 
it into an elementary or intermediate school, 
build only fully equipped new high schools, 
centrally located, serving a wider area. 


3. Re-examine school schedules for full util- 
ization of the building. 


4. Stop department heads from demanding 
overspecialized space. 


5. Re-examine educational dogmas that lead 
to building waste. 


6. Plan the school for evening use and use 
it over the whole year. 


7. Acquire land early. Get state aid in hold- 
ing it for the school district which has inade- 
quate funds of its own. 


8. Prevent slow processing which allows 
land speculation to take place between the 
time a site is named and the time it is actually 
bought. 


9. Make early contact with land developers 
creating new developments. Convince them 
how important the school is to them, get them 
to cooperate in setting apart good sites. 
Otherwise use legislative or planning powers. 


10. Try lease-sale arrangements whereby the 
builder puts up the school—but only with 
schoolboard retaining every control. 


11. Make the school part of a correlated civic 
plan—so the cost of auditoriums, gymnas- 
iums, playing fields, etc., can be shared and 
waste cut down. 


12. Make joint arrangements with the park 
board so there is joint use of land for school 
recreation areas and park. 


13. Go through the existing school listing 
every part that contributes nothing direct to 
education—cupolas, parapets, columns, fancy 
touches. 


14. Build no basement if you can avoid it. 


15. Build no upper floors if they can be 
avoided. Remember, fire-safety requirements 
make them more expensive. 


16. Use the out-of-doors for all possible learn- 
ing, including nature study. 


17. Use the unbuilt out-of-doors for all pos- 
sible sports. It may be cheaper than an over- 
elaborate gymnasium. 


18. Where possible build sports facilities 
which require only a wall and no roof, or roof 
and no walls. 


19. Remember not all classrooms need be 
bounded tightly with four walls. Adapt such 
public space as cafeterias so corners can be 
used for teaching. 


20. Look at your corridors. Used only for 
passage they are largely waste. Get multi-use 
by incorporating corridors with the classroom 
as alcoves or adjuncts. 


21. Eliminate the corridor if you can. Doors 
from room to room are serving some elemen- 
tary schools well. 


22. Think twice about your proposed cafe- 
teria. Modern food serving may make it un- 
necessary. 


23. Think twice about that tremendous gym. 
Is it primarily for the school or for spectators 
of the team? A smaller one may serve every 
educational need. 


24. Consider several smaller gyms. Four 
small ones cost less than one immense one. 


25. Beware, however, of overdoing “multi- 
purpose” planning. If its dual use as a gym 
knocks out proper use of the auditorium, 
economy is false in operation. 


26. Look out for that vastly oversized heating 
plant, designed for the coldest night of the 
year, at 4 a.m. when nobody is in school. 


27. Be sure your engineer is using the less 
extreme values given for “design tempera- 
ture” in the newest ASHVE handbook. 


28. Remember the main problem is not heat- 
ing but cooling. And that climate control 
allows use of the sun to help heating. 


29. Examine whether your state needs that 
elaborate school code, piling up costs through 
rigid regulations. Connecticut and Texas 
are making fine progress with none. 


30. In any case get your state off the list of 
those insisting on statutory codes; they are 
sheer cost-raising nonsense. 


31. Demand performance codes in school- 
building if any. They prescribe what is to be 
effected but leave invention and imagination 
free to find more economical ways how. 


32. Demand that your city abandon silly local 
codes which multiply confusion. Get adher- 
ence to those national codes which result in 
standardization, an important source of cost 
savings. 


33. Get your state governor to call a meeting 
with architects and fire marshals, to comb out 
the nonsense likely to be found in most fire 
marshal regulations. 


34. Make sure whether fire regulations are 
figured to save the building or to save the 
children. Some regulations merely save the 
shell, like a stove whose contents have been 
burned clean. 


35. Insist that money-saving structure which 
protects children fully be permitted. There 
is criminal folly in state codes that forbid the 
well-planned wooden one-story school. 


36. Demand that insurance companies give 
credit for safeties deriving from new inven- 
tion. There is no excuse for charging the 
same rates for all of today’s schools as for 
yesterday's. 


37. Look to sprinkler systems as an inex- 
pensive method of protecting children. 


38. Avoid the “economy” trap of the stock 
plan. Only 10 states now have them and 12 
states have already abandoned them. They 
produce schools that are never really good, 
never really cheap to operate and maintain. 


39. Back every move toward dimensional 
standardization, whether by AIA, BRAB, 
ASA, or any other research organization. 


40. Seek standarization of parts over a large 
number of schools—stock doors, window 
sash, etc., that can be bought cheaper in big 
quantity. 


41. Try if possible to get several schools us- 
ing the same stock parts bid at once to obtain 
the economies of quantity purchase. 


42. Avoid standardized thinking, however, by 
architects or engineers. A man who has done 
large numbers of schools may have high merit 
or may have had only stock ideas, which are 
always expensive. 


43. Choose professional help with care. The 
fact that schools have risen in cost less than 
any other building type is due primarily to 
architects, educational consultants and en- 
gineers with imagination. 


44. Avoid the false economy of getting cheap 
professional help or dispensing with it alto- 
gether. No plane can fly that has not had the 
benefit of science; and the flight of education 
is vastly more important, more complex. 


45. Try occasionally taking in a young archi- 
tect or an architect who has done no schools. 
His ideas will be fresh, and you can avoid 
paying for mistakes by getting him to associ- 
ate with a more experienced man. 


46. Remember, in no field of schoolhouse 
construction is imagination more important 
today than in the financing. 


47. Watch the bond market like hungry 
hawks. The difference between 2% interest 
and 3% interest is something like 20% of 
the cost of the building. 


48. Do not feel confined to the bonded debt 
limit. Work with all other good men to get 
it lifted. It was humanly made, and long ago 
for an earlier condition now nonexistent. 


49. Investigate the various new methods of 
lease-purchase if you cannot get out from un- 
der the bond limitation. 


50. Remember our children are the purest 
gold we have, and no economy is real that 
tarnishes their chance for a magnificent 
future. The future of these children is 
America’s future. 
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2. Long-range planning to reduce the high cost of land acquisition 


Land has one steady characteristic: its price seems always to rise 
as population becomes more dense. 

No school board can dodge its responsibility for acquiring land 
at the earliest possible moment, but this requires long-range plan- 
ning and a district large enough to have a range of choice. 

Major savings have accrued to districts acquiring land well 


ahead. 


State aid. So that districts financially less opulent may acquire 
land ahead we recommend state provisions similar to those of 
California, where the state advances funds to districts announcing 
their need for a new site in a new area, holding the site in trus- 
teeship for the district up to five years. 

The scandalous situation in large cities such as New York. 
where the school board must give advance notice of sites chosen 
and then wait often a year or more for processing by a whole 
string of city agencies, thereby against its will giving a field day 
to land speculation on the site in the interval, must be removed 
from the realm of possibilities. 


School boards must work early with land developers. Be- 
cause fresh subdivision on raw land so often creates a roaring 
need for new schools, it is a galling condition for school boards 
to have had no forewarning of the development and to find no 
adequate provision made for schools by land developers. Too 
often land must be condemned at high cost because new houses 
are on it. 

Some relief is imaginable, where a really large new subdivision 
is held in single hands, through ordinances which require an 
arrangement for suitable school land to be made before the city 
will furnish services. Yet the vast majority of US subdivisions 
have 20 houses or less, and any statute making so small a devel- 
oper responsible for school land is unthinkable. Boards will be 
better advised to make a habit of contacting developers as early 
as possible to educate them on the importance of good schools to 
their own success. Cases are known where such a direct early 
appeal has led developers to set aside not poor “unbuildable” land 
but adequate school sites. 


Where residential “redevelopment” is done in existing urban 
areas, aided by city, state or federal funds or benefits, there is 
no excuse for failing to make provision for an adequate school 
site in advance of reconstruction. Most unhappily, this has hap- 
pened in our largest cities. 


Lease-sale arrangements are a new device worth exploring, 
whereby the developer builds and rents the school to the district 
which thereby gradually acquires title without stretching its 
bonded debt. But greatest care must be used so the board retains 
full control over the details of planning and construction, appoint- 
ing its own architect and consultants with full power. 


Sharing of land and buildings with other civic enterprises 
is an opportunity grossly neglected today. An extreme case was 
an eastern community where a school for 2,000 pupils lived for 
many years on a cramped 314-acre site before anybody thought 
of using the 30-acre park across the street, owned by the city, 
for its playground. 

We recommend to all school boards that they attend to the 
example set by Grand Rapids, where the board of education and 
the city have a standing agreement covering joint purchase and 
joint development and operation of combination school and park 
sites. Where such joint action is undertaken it is important that 
the cost be equably shared, lest the school board seeking an 
economy end instead with an extravagance. 

Similar savings can be effected by correlated civic building 
programs. Many a town thoughtlessly though enthusiastically sup- 
ports the construction of separate auditoriums for the city hall (for 
rare political hearings), for the veteran’s organizations (whose 
meetings are intermittent) , for scouts or firemen or lady’s aid soci- 
eties. We recommend as a model the planning of the Canadian 
town of Kitimat, where a correlated survey has been made for 
economical construction of all civic halls for maximum use. If 
the decision is that the best place for an auditorium is the school, 
then other civic organizations should help the school board in 
financing it. Let school boards also explore the advantage of the 
“capital budget,” thus associating school-board needs in an 
agreed-upon integrated plan. 
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3. Better programming to make classrooms do a full day’s work 


The great waste we are aiming at here is the “dark classroom.” 
Supposing that the best possible programming of the school day 
results in use of classrooms 90% of the time, then a classroom 
that is “dark” and unoccupied 50% of the school day represents 
a building dollar spent for only 55¢ of obtained value. 

“Dark classrooms” are chiefly due to the following misconcep- 
tions which we join in urging school superintendents and teachers 
to combat vigorously : 


> Overspecialization. Said a superintendent member of the forum: 
“Three years ago I was shouting for teacher participation in 
school planning. Today I fear such participation because the 
method has so often been wrong.” Department heads in high 
school in particular can greatly overexpand the total plant by 
fighting, each for his own department. Only the superintendent 
can wisely guide departmental planning into channels of coopera- 
tion and concern for economy of the whole. 


> Unexamined educational dogma. Though this forum has no 
intention of prescribing or advising on methods of education, it 


Hersey, Toy and Prentice 


yet must point out that some of these lead to high building ex- 
pense. For example, in a case now in progress, insistence of 
principals that every high school student start the day in a stand- 
ard classroom used as a “home room” means that a school will 
accommodate 1,200 instead of 1,500 pupils—in other words, the 
cost will be a full 25% higher. Is this not a high price to pay for 
the privilege? 


b Thoughtless scheduling. The art of balancing schedules to 
secure the best, both in educational effectiveness and in building 
utilization, is complex. Different ways of handling schedules can 
lead to wild differences in building utilization, hence in economy. 
Here the educator can lose more than the architect can possibly 
save. 


> Wasting “spare hours.” Schools built so they can be used only 
by day, never for night classes or adult education; school pro- 
grams that pay no attention to the three summer months between 
mid-June and mid-September—these may yet be with us for a 
long time but they spell waste. 


Barthelme and Caudill Harriman and Linn 


4. Restudy of the building to see what can be subtracted and added 


There are two ways to approach real economy in planning and 
designing the building itself, both good. The first is subtractive: 
to start at the top of the existing kind of building and see what 
can be taken away without really imparing education. The second 
is additive: to start at the bottom with zero and decide to build 
only what we really need, so frills will automatically be left out. 

We recommend that both approaches be taken and checked 
against one another; but with the added note that the second, the 
additive, method is the most promising and yet the least tried. 


The subtractive process, starting at the top, involves 
these steps: 


b First to go: cupolas, parapets, fancy roofs. An upstate New 
York firm of school architects of long experience sadly buried its 
founder three years ago but gladly buried with him the repertory 
of cupolas, parapets, columns, urns, “adjuncts” that he and his 
school-board patrons had so dearly loved. The firm found at once 
that it could now build schools for 15% less. And the new 
schools were no less handsome, either. 


> Second to go, the upper floors. We make no recommendation 
for the universal abolition of upper floors but merely say that 
where it has been possible to plan schools on a single floor these 
have generally been less expensive. Last year 76% of all schools 
built were one story and the proportion is rising. Safe upper 
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floors require firesafe stairs and most costly Class A or B fire- 
proof or fire-resistant construction, whereas a ground-level, one- 
story school offers instant evacuation of pupils and may justify 
use of less precaution in the structure. (For insurance, see later 
discussion.) 

The contention that a second floor saves by sharing the same 
foundation and roof seems to be erroneous because of the extra 
fireproofing and the extra areas needed for stairs and circulation. 


> Third to go, the basement. Again we make no recommendation 
for universal abolition of space below grade but observe that 
today’s structural methods generally favor the basementless build- 
ing and a great many buildings are being thoughtlessly planned 
with basements that introduce less desirable space at no cost 
saving or even a higher cost. 


The additive process, starting with zero construction, begins as 
one member of the forum said, in “the cow pasture” and pro- 
gresses to the multi-use corridor: 


> Not necessarily must all education take place under a roof! In 
rural areas in particular, and in all schools, the out-of-doors is 
an almost wantonly neglected educational resource today both 
for learning and for sports. With a wealth of environment all 
around them our children are falsely taught to observe only what 
they see in books, and many a wall we build isolates children 
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from education instead of furthering it. The classical story of the 
boy graded down for answering that robins appear in October 
instead of May is a case in point. The book had been printed in 
New England but he lived in the South—and he was being dis- 
couraged from believing what his own eyes had faithfully seen! 

Again, in areas rich with opportunity for outdoor sports all 
year, whether warm-weather areas favorable to year-round out- 
ng, skating and 


door games or cold-weather areas favorable to sl 
hiking, not necessarily does an effective health-building program 
at elementary school age demand an elaborate gym. 


> Not necessarily does all education requiring shelter require walls 
also—it may require only a floor and roof. No comprehensive 
survey yet exists of what can be done with “outdoor” shelters. 


> Not all classrooms need be walled in on all four sides. Emer- 
gencies have taught us that some teaching can be done in corners 
of rooms marked on the plan as “cafeterias” or “gyms” or “audi- 
toriums.” Such teaching would be better if the architect had it 
in mind in his initial plans. Again, in some Texas schools teachers 
have reported favorable results from throwing together two rooms, 
leaving only low barriers of furniture. 


Perkins and Sharp 


> Not every passageway needs walls. This is a major source of 
possible savings. Long since, warm-climate architects have de- 
signed “corridors” as outdoor passages sheltered only by an ex- 
tension of the roof. Yet that is but a beginning. Even in New 
England, advanced architects are now planning schools wholly 
anew, as “campus plan” groups of clustered “little houses” where 
the only connecting link is a mere rain canopy. The brief ex- 
posure while moving rapidly from class to class is not a health 
hazard, especially compared with the danger of wearing warm 
clothing in overheated rooms. 


And in the Detroit area the walls have gradually been melting 
around indoor corridors. First, teachers decided they needed 
only glass between the room and the passage; then that not even 
glass was needed; finally that the passage area might better be 
absorbed as an extension of the classroom! This raises some 
problems of safety of exit but they are easy ones. (See p. 161.) 


Adding such challenges together, teachers and planners may 
end with a school “built up” to a mere fraction of earlier ones 
and yet not worse but better for purposes of education. The wall- 
less corridor, for example, becomes the multi-use corridor, 
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Taylor, Larson, Lehnert and Dunn 


5. Intensive use of nonclassroom facilities to save square footage 


Not only parents but also experienced school men may be shocked 
by realization that not over one-fourth or one-third the total area 
of many a school is devoted to “classrooms.” The rest is given 
not only to administration and circulation but to gyms, audi- 
toriums, cafeterias and their adjuncts. Despite recent thinking on 
“multi-use” of such features, there are other avenues toward true 


economy. 


> Not every school that is getting a cafeteria really needs it. 
Shocking though it may be to many an older school man to think 
of the “mess” of children eating in their own rooms, modern in- 
vention in food heating and food serving makes it possible to give 
children this sociability and this educational experience; and 
modern classroom furniture minimizes the mess. We by no means 
advocate abolition of all school cafeterias but urge a selective 
policy in determining how food is to be served. 


> Not every school, and especially not every elementary school, 
needs the big auditorium that is now being planned for it. In 
elementary schools a too big auditorium is in fact directly con- 
trary to educational benefit. And where a high school does build 
an elaborate room, not merely for its own use but for that of the 


town, the school board should not be asked to act as an eleemosy- 
nary body but the construction cost should be shared. Again, in 
many a town the high school might better use, at least temporarily, 
existing auditoriums that stand vacant most of the time. There 
is, as we have already remarked, great need for more correlated 
over-all civic planning. 


> Not every school, and especially not every high school, really 
needs the big double gym that is being planned for it. In many a 
US community it is an open question whether the town builds the 
high school primarily for education or for training up the young 
gladiators called the Basketball Team. Where education is 
primary, a smaller gym can sometimes make the school possible 
instead of not possible, and boys and girls can be rotated in using 
the same floor. Though one member of the panel emphasized the 
value of competitive sports, no one has yet advocated building 
bleachers in classrooms to rouse competitive spirit. 


>On the other hand, despite much recent talk about multi-use of 
all common facilities. so the cafeteria doubles as class or rumpus 
room, and the gym as auditorium, we advocate caution lest the 
economy prove false and lest education suffer, 
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Wright and Newman 


Radoslovich, Reid and Sharp 


6. Careful study to bring mechanical equipment in line with need 


Today 
ment, as compared to the early school that depended on a stove, 
a pump and a pair of outdoor toilets 


s schoolhouse is composed up to 35% of mechanical equip- 


Overdesign of mechanical equipment is a major source of 
waste, 

Overdesign of heating plants can add as much as 10 to 15% 
of needless cost. How many mechanical engineers know that the 
ASHVE Handbook lists “alternate” values for winter design tem- 
peratures for most US cities 10° to 12°F higher and consequently 
less costly? How many mechanical engineers have acquired a 
clear understanding of the difference between heating schools and 


other kinds of buildings? What sense does it make to supply 


boilers sized to produce comfort on the coldest night of the year 
when nobody is in school? The problem is how to have the 


building warm enough when children arrive at 9 in the morning. 
After school opens, so much body heat and often so much elec- 
tric-light heat is given off that the usual problem is how to keep 
classrooms cool rather than how to keep them warm. How many 
engineering designs acknowledge this? How many avail them- 
selves of solar heat that can pour into the classroom, properly 
oriented, in the morning? Is there recognition of the difference 
in metabolism between adults and children? Are not schools de- 
signed for adults, not too warmly clad, rather than for vigorous 
children? Further economies in heating could be achieved if 


educators were willing to accept gymnasium heating standards 


that meant sacrifice of the gym on the very few da 
cold. Questions of ventilation and of plumbing are dealt with in 


the next section. 


7. Revision of obsolete codes to protect, not exploit, the child 


We call attention of the American public to the fact that school 
boards and their architects must today climb a veritable mountain 
of codes before they can start digging a foundation. This begins 
with city building codes, continues through fire marshal regula- 
tions, underwriters’ codes, insurance ratings, and concludes with 
state school codes. Eternal vigilance is required to prevent codes, 
which are an essential safeguard against ignorance and skuldug- 
gery, from becoming the very matrix of ignorance and skuldug- 
gery. There are a certain few politicians, certain few manufac- 
turers, certain few labor leaders just as ready today to exploit 
children as were the early despised exploiters of child labor. 

Generally speaking, however, state school codes are admini- 
stered by devoted men hampered by broad misconceptions of 
other people. 

We believe all states must depart from the “statutory” form of 
school code, as a great many already have. This form makes 
every regulation a subject of separate legislative enactment, so 
men who do not understand the technicalities involved not only 
set the rules but make them impossibly cumbersome to correct. 

The recent emancipation of Connecticut’s boards of education 
from restrictive codes is not expected to result in less safe, less 
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usable, or less economical school structures. We recommend that 
legislatures not only delegate the details to administrative officers 


under broad definitions of policy, but also that such admini- 
strators be instructed to set standards of performance and not dic- 
tate the expedients so long as performance is attained. 

For example, all will agree that adequate and well-distributed 
light is of utmost importance both to health and learning: and 
objective standards of good lighting quality have been agreed to 
by the American Standards Assn., the Illuminating Engineering 
Society and the American Institute of Architects together. Yet 
the pursuit of such quality is best left to architect and engineer. 
When a state code requires, as many do, that room ceilings must 
be high for the sake of better lighting, then such codes are merely 
insisting on a method predicated on early unilateral daylighting 
design which antedated the wonderful improvements in multi- 
lateral daylighting design, in new kinds of glass and plastics and 
in the electric lighting of the past two decades. No motor en- 
gineer could improve engine efficiency with a legislator at his 
elbow dictating stroke and piston displacement! 

Again, fire safety is universally desired. Yet the many states 
which still apply to one-story schools the same rigid fireproofing 
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that made sense for yesterday’s three-story schools are raising 
costs to no purpose. If children are the primary concern (as they 
should be!) then the instant escape possible at ground level di- 
rectly from the classroom makes a properly designed and planned 
one-story school built of wood actually safer for the child than 
the best fireproofed three-story school. Again, if children are the 
first concern rather than the structure, even the best fireproof 
building must be considered a stove which can stand unharmed 
while the contents burn freely. The principal loss of life in recent 
fires has come from noxious fumes released from the wall cover- 
ing and other fammable contents which are present inevitably. 
Again, if extreme precaution against fire is considered necessary 
even in a one-story wooden building, then it should be recognized 
that a wooden building with sprinklers is safer than a completely 
fireproof building without sprinklers. 


Fire marshal regulations concerning schools are in many cases 
conceived in dense ignorance of children and their behavior and 
some of them would be actually murderous in the case of fire. 
To every state governor concerned with undue school costs we 
suggest calling a meeting of the best school administrators and 
architects with the fire marshal to cull out the finespun theoretical 
nonsense from the fire regulations. 


Insurance rates and fire regulations are interwoven and we 
ask all forward-looking insurance companies as a patriotic duty 
to meet similarly with school administrators and forward-looking 
responsible architects with a view to reducing rates where advanc- 
ing techniques of design have reduced the actual risk. 


Ventilating requirements of a great many states are so anti- 
quated as to rest on theories of health found incorrect in 1888. 
The demand in some states for 30 cfm of fresh outside air per 
pupil fails to note that this is more air than a track champion 
could breathe after a 2-mile race. Today’s maximum demand for 
ventilation is in the interest of adequate cooling for the room, 


Haskell, Linn, Engelhardt, Cocking and Clapp 


not of fresh air for occupants to breathe, and although large quan- 
tities may still be desired, there is no need whatever for all this 
air to be fresh and heated, with the enormous added heating load 
which this creates. 


City and state codes further complicate the search for econ- 
omy, and cities which have yielded to entrenched interests are 
now hoist with their own petard. Not only do many state statu- 
tory codes insist, for example, on more toilets than even an epi- 
demic could demand, but on top of that almost every community 
has a local plumbing code which makes all plumbing— including 
plumbing for schools—cost far more than is necessary. 


>A great many communities have plumbing codes whose require- 
ments are in excess of those developed by the leading sanitary 
engineers, the US Public Health Service, the Department of 
Labor and other authorities for the new National Plumbing Code. 
The school plumbing bill runs more than 10% of the total con- 
struction bill and most communities will find adherence to the 
National Plumbing Code one of the quickest ways to reduce 
school construction cost. 


>A great many communities have an electric wiring code whose 
heavy requirements are in excess of the safety requirements of the 
National Electrical Code. There is no excuse for this. 


>A great many communities have construction codes that are far 
behind the times and forbid architects to take advantage of 
many good new materials and construction economies. These 
communities could cut their school costs and all other construc- 
tion costs by adopting one or another of the standard codes and 
keeping updated each year by reference or renewal. 

The waste caused by mischievous codes is much greater than 
the sum of specific little wastes which the codes require. By far 
the greatest waste imposed by obsolete and conflicting codes is 
that they block the progress of standardization and the develop- 
ment of standard prefabricated parts and assemblies of parts that 
have been the greatest source of economy in every other industry. 


8. Standardization without loss of self-respect 
—not stock plans 


It would be a mistake to blame all waste and all lack of stand- 
ardization in school construction on conflicting codes and anti- 
quated state requirements. A great many opportunities to econ- 
omize are being missed by failure to capitalize on standardization 
already possible or available. We sympathize with the aims of 
those hardheaded businessmen and legislators who have been 
seeking adoption of “stock plans” either in the form of 
ready-made prefab schools or in the form of plans drawn 
by bureaucratic designers for whole states or districts. It 
is notable, however, that in 53 cities of over 200,000 population 
surveyed by the AIA school committee, 18 school systems use pri- 
vate architects exclusively; 23 systems use private architects but 
have staff architects to coordinate their work or to perform main- 
tenance or repair work. Four are a combination of the above, 
and only 5 use staff architects exclusively. 


> Our first count against the entire stock plan idea is that it is 
just the not too good first notion of how to achieve economical 
standardization and not the best latest idea. The people now 
backing stock plans could serve themselves better with a slightly 
more knowing approach. Among the states, only ten states have 
stock plans available—for limited use for small one-room, two- 
room, or rural schools; 23 states do not use or never have used 
stock plans; 12 states that formerly used stock plans have now 
abandoned them. continued on p. 192 
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CASE STU DIES of the latest trends in 


Cluster planning... . below 

Loft planning...... p. 141 
Core planning...... p. 145 
Zone planning...... p. ISI 
Smaller windows.... p. 157 


Multi-use corridors.. p. 


CLUSTER PLAN —the ‘little house” or “campus” idea 


Instead of gathering classrooms together along corridors, this 
plan breaks them into separate houses of from one to eight rooms. 
It usually puts general activities, administration and the like into 
a main house.* 


The cluster is 1953's biggest news in schoolhouse planning 
(forecast in AF, Oct. °52). This is the approach that pioneering 
thinkers in design and education are exploring today beyond all 
else—for all kinds of different reasons as shown by the cluster 
case studies that follow. 


Here is what the idea has in its favor: 


Educationally: Child-size scale; intimacy; uninstitutional, un- 
regimented atmosphere; grouping into “age neighborhoods”; 
semi-isolation of disparate activities. Most elementary school 
teachers who have had experience with the plan (mainly, so far, 
in actual houses with partitions removed, as a temporary expedi- 
ent) seem to like it for roughly the same practical and psycho- 
logical reasons that most mothers would rather live in a house 
than a housing project. 

Economically: Simplicity. 


* Note that this point is an especially radical change in high school plan- 
ning, in which general activities areas are customarily scattered on the 
periphery of a unified classroom area. 
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Biologists like to point out that big animals are not big be- 
cause they are complicated; they are complicated because they 
are big. Same with schools. “Little house” planning automatically 
simplifies lighting, ventilating, grading, framing and provisions 
for expanding. It lowers ceilings and cuts out corridor. It in- 
vites bids from a wider range of contractors. It is also a natural 
in isolated communities for residential-type heating plants using 
hot air—a possibility that a few finger-plan schools are already 
trying and that gives promise of economies in sprawled-out plans. 


Against the idea are length of utility runs, problems of 
snow removal in some climates and (in some communities) reluc- 
tance to accept the idea of children going outdoors to get about 
the school. (This objection is raised most seriously for high 
schools, although the campus plan is old hat to New England’s 
famed prep schools.) 


One complaint: Esthetically most cluster plans thus far (Oak 
Manor and Heathcote, p. 140, are exceptions) look as if their 
designers had followed too literally the notion of “an insti- 
tution broken into its parts.” The clusters have an air of being 
separated chunks of something bigger, rather than the different 
things—little houses—that they are. Here is unused scope for 


_ imagination, How about some (economical) romanticism? It 


seems appropriate both to the form and its users. 


CLUSTER PLAN 


ELEMENTARY SCHOOL 
Darien, Conn. A 16 classrooms. 
4 520 students. 


ECONOMIES 

Three-dimensional dispersal on 
irregular terrain (seven differ- 
ent floor levels for nine units) 
resulting in low site and foun- 
dation costs, å Trees thus saved 
control sun for all but three 
units ($2,000 saved). á 9% ceil- 
ings ($9,000 saved). à Acoustical 
treatment only as needed ($16,- 
000 saved). 4 Covered outdoor 
playroom instead of gym (about 
$34,000 saved). å Compact multi- 
purpose area. A Absolutely re- 
petitive construction (28¢ per sq. 
ft. or $5,200 saved in framing 
alone). A A module that elimi- 
nates cut and trim, thus per- 
mits exposed structure. 


cost 

$323,000; $12.42 per sq. ft. A $20,- 
200 total building cost per class- 
room, à $621 per pupil. 


CONSTRUCTION 

Slab on grade, A 6” x 8” steel 
columns exposed on exterior. 
4 Open web steel joists, A 8’-8” 
module gives greatest span for 
least expensive (18-gauge) roof 
decking, à Cement block (six to 
module) walls with brick veneer 
on ends. 4 Radiant panel hot- 
water heat. à Interior roof drain 
over plumbing. 


FEATURES 

Versatile “live walls taking 
acoustic, chalkboard and tack- 
board panels or shelving as 
needed. A Cabinet-door visual- 
aid blackouts. A “Multipurpose” 
vestibules. A Library shelves 
doubling as stage backdrop. 
4 Module exploited for decora- 
tion and scale. 


CREDITS 

Ketchum, Gina & Sharp, archi- 
tects. å Sam Grasso Co., Inc., 
general contractor. 


in Darien, Conn., the cluster plan offers a classic study in 


Se 
TEACHERS 


Classrooms cluster about activities area; walls will be varicolored to emphasize small scale 


little schoolhou S@ amenities and economies 


Cluster-type planning has only begun, but 
already it has produced a design that for 
economy and amenities looks like one of 
the classic additions to elementary school 
thinking. Bids came in 10%+below the 
budget and the town vote for the bond issue 
was unanimous! This school is so useful as 
a reference point for these three reasons: 
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1. 


3. 


It is “generalized”—first requirement of any good prototype. No special 
conditions determined this solution—only the general problems of a moder- 
ately uneven site and the need for reconciling stringent construction and 
maintenance economy with top-notch teaching space. 


It strikes a practical balance between dispersal and concentration, getting 
all the advantages of the first (such as “little schoolhouse” scale and use of 
existing contours) plus many of the advantages of the second (such as rela- 
tively short pipe runs and indoor circulation for the youngest grades) . 


It follows the “little house” idea to logical practical conclusions, therefore 
is full of sensible innovations ranging from 9’ classroom ceilings (possible 
because of bilateral lighting) to three-purpose vestibules (p. 130). This kind 
of thinking cancels out the supposed disadvantage of “all that perimeter.” 


Some figures: because of lower ceilings and grade-hugging this design has 
17,943 gross sq. ft. of exterior wall, compared with 19.616 sq. ft. for a 
more conventional single-loaded corridor plan worked out for the same site 
to the same program. This design has only 49 gross sq. ft. of floor area 
per student, against 71 for the last two elementary schools (double-loaded 
corridor buildings) built in Darien; but 80% of this school’s floor area is 
used for education (39.5 sq. ft. per student) against 56% (39.8 sq. ft.) in 
the two previous schools. 
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CLASSROOM UNIT 


Classroom vestibule trcaimcnt solves three l 


cluster-plan 


problems: how to get economy with multiplicity of slop 


inks and of toilets; how to keep many entrances clean. 


Vestibu oor, bacRwall and base are tiled, can be hosed. 
replaced by low faucet and floor drain for 

t filling, Eliminating separate toilet vestibules makes 
scheme more economical than battery toilets. Washstand 
rinking tain will be bright yellow against choc 
--colored tile. Note (above) the wardrobe doors which 
up to cover the high windows in the visual-aids area. 


chalkboard 


teacher's work desk - 
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CLUSTER PLAN 


In Port Arthur, Tex., clustered classrooms enjoy light and air under 


PHYLLIS WHEATLEY ELEMENTARY 
SCHOOL 

Port Arthur, Tex. A 7 class- 
rooms. à 250 students. 


ECONOMIES 

Outside corridors which double 
as rain shelter, sun and sky con- 
trol, à Compact four-classroom 
back-to-back cluster with cen- 
tral heating and plumbing core. 
4 Repetitive structure, à 9 ceil- 
ings (possible because of floor- 
to-ceiling biangular windows). 
å Simple umbrella roof with no 
breaks, parapets, gutters. 


cost 

$117,947; $9.12 per sq. ft. A $16, 
850 total building cost per class- 
room. & $472 per pupil. 


CONSTRUCTION 

Drilled footings, reinforced con- 
crete floor slabs and beams. 
4 Pipe columns, wide flange 
steel beams and wood Joists. 
4 Built-up roof on diagonal 
wood decking. à Plywood and 
acoustic tile ceiling, & 12” cavity 
brick walls, å Forced warm-air 
heat, 


FEATURES 

“Pressure walls” facilitating 
natural ventilation. á Sill form- 
ing continuous exterior concrete 
bench. 


CREDITS 
Caudill, Rowlett, Scott, Neff & 
Associates, architects. A J. W. 
Hall Jr., mechanical engineer. 
á H. B. Foster Co., general con- 
tractor. 


big, inexpensive umbrella 


Because of torrential Gulf Coast rains the architects did not want roof breaks 
or toplighting in this school. (And rain falls on every US school.) 

Because of Gulf Coast heat, they wanted ventilation and plenty of it. (And 
natural ventilation is good for schools in many other areas.) 

Because of economy they wanted natural lighting and compactness. (And 
economy is a prime requisite everywhere.) 

Their solution—a big umbrella with light and air entering between and 
around the classroom clusters—merits study for drier and cooler climates too: 
wherever ideas for simplicity of construction and economy of lighting and 
ventilating are sought. 

It does impose one condition that will seem peculiar to many school boards- 
classrooms with windows looking directly into one another. This is not new for 
the Southwest and many educators there favor it; they say it gives students a 
feeling of interclass community and interest, has proved no distraction. 

For a very neat idea on how to harness the wind, study the architects’ “pres- 
sure walls” in the diagram at right. 


I | 
i 
CLASSROOM i 


COVERED 
PLAY AREA 
+ 


COVERED 


Four-room groups exploit cluster economy with central cores and peripheral open corridors 


Multipurpose area (view above is to 


ward library shelves over pull-out 
stage) can be converted from dining 
to assembly seating 136 in 20 min.; tc 
assembly seating 232 in 45 min. For 
rare whole-school assemblies, neighbor 
ing junior high will be used. School 
will also experiment with bri g food 
from junior in hospital-type carts 
(If satisfactory this may lead to central 
kitchen for town school system.) Teak 
wall standards for multipurpose area 
and classrooms bring a merchandi 


hool: will take 4' she 


nels. Placement of acou 
walls and vertically from c 
be determined by meter tests after con 


struction. 
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light for four center classrooms enters through big breezeway bisecting 
the school. Diagram at left, below, shows light-meter readings with test 
model. Diagram at right shows poorer results with toplighting and masonry 
storage cupboards at corners. Toplighted design without cupboards gave 


test results (not shown) almost identical with final scheme. 


“Town common in a breezeway”: Ample outdoor space sheltered from 
frequent heavy rains is appreciated by adults when classrooms are used 


jor community or parent meetings. Note sill-bench. 
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Photos: Ulric Meisel—Datlas 


Ventilation test results (above) with model show how breeze, meeting 
mechanical-room wall in breezeway. is deflected into classrooms. Final 


scheme (see plan and below) has “pressure walls” also at sides. 


In Groton, Conn., cluster planning breaks 


SENIOR HIGH SCHOOL 
Groton, Conn. A 26 classrooms, 


650 students. 


ECONOMIES 
Dispersal using existing con- 
tours ($75,000 to $100,000 saved). 
4 Few corridors. 4 83% of gross 
area for educational use. å Re- 
petition of classroom “houses” 
(all variety achieved with in- 


teri 


partitioning). å “Double - 
duct” air system eliminating 
steam pipe tunnels ($18,000 
saved). à Light troffers for lum- 
inous panel ceiling cast in roof 
slab ($3,200 saved), à Painted 
slab for finished ceiling ($10,000 


saved); acoustic tre 


tment on 
walls. å Loose - weave curtains 
for window light control, 


COST ESTIMATE 

$823,000. A Per sq. ft.: $14, main 
building; $11, classroom units; 
$12.65, average. A $31,654 total 
construction cost per classroom. 
å $1,265 per pupil. 


CONSTRUCTION 

Slab on grade. å Reinforced con- 
crete structure integrating air 
heat ducts and luminous panel 
lighting. A Glass walls with 
aluminum sash. & Brick and 
cinder block walls. á Lally col- 
umns and rigid steel frame in 
gymnasium. 


FEATURES 

Classrooms are outlying ele- 
ments, special rooms are cen- 
tral (instead of usual reverse). 
4 Cafeteria equals "town com- 
mon,” doubles as gailery, in- 
formal meeting place, equates 
eating with sociability, leisure. 
å Classrooms grouped according 
to pupil use, not departmental- 


ized by subject. 


CREDITS 

Warren H. Ashley, architect. 
Marchant & Minges, engineers. 
4 Charles Currier, site planner. 
A Engelhardt, Engelhardt & Leg- 
gett, educational consultants. 


THE MAGAZINE OF BUILDING 


Campus plan for senior high school has class- 
room units of identical size and construction, 
varied by interior partitions. Rendering shows 
main building and four “learning units” to be 
built in first stage; plot plan shows eventual ad- 
dition of four more units, Eliminating most cor- 
ridors gives an astonishingly high (839%) propor- 


tion of total area for educational use. 


TEMP. 
STOR 
cLASSRM, | SHOWERS 
| (GYM-80YS' HALF) | mal GIRLS 
EE N | LOCKERS 
CLASSRM. E 
|(GYM-GIRLS' HALF)! (ø) RACK RM MEN WOMEN 
~ ~N PRINCIPAL TEACHERS TEACHERS 
ans VICE-PRIN, Teaca, / HEALTH RM. 
r/ / GUIDANCE \ counce / / STUDENT OFF. 
OF (CONF) 
ši Tie} i 
= de teat 


lockers =a ORRIDOR 


MECH Ee 


CLASSRM 


(music) | BOILER RM 


° 25 50 75 100 tt 


a senior high into 150-student neighborhoods, 


creates a hedge against obsolescence 


The educational revolution that began transforming elementary CLASS|ROOMS 
schools 20 years ago has never been followed up in the high meee 
schools, Educational Consultants Engelhardt, Engelhardt & Leg- UNIT NO. 1 


gelt suspect it will be. They fear that most of the plants to go up 
in the coming high school building boom will feel like so many 


ae Spee Es lel ee S E a 
strait jackets in another two decades, CLASSRM do | 
s] ~ > . . . 5z > 

Clusters at Groton’s senior high are calculated to avoid such YARD STOR. 83 z | 
educational obsolescence, come what may. The Engelhardts and CORRIDOR PREP. =" ee e | 
Architect Ashley think they will accommodate gracefully any kind 5 

5 k A 7 er cs CLASSIROOMS 
of setup—orthodox classes in amiable isolation one from another | 


or thoroughgoing “core curriculum” (projects integrating various 
subject matters) ; lone teachers or teacher-teams; or any mixture 
of methods. In any case, they like the idea of breaking the 
bewildering and amorphous senior high mass into 150-student 


E 

“neighborhoods” related to a “community center.” As enrollment Rooms | 
enas san u oe | 

grows, more “neighborhood units” will simply be added at a cost ‘thes RM 


CORRIOOR | 


of about $80,000 each. — a 
Ashley reports that, equipped and ready to operate, the school CLASISROOMS sir 
. . . eS Ta 


will cost about $120,000 less than any other Connecticut high 
school of equal size to date. UNIT NO.3 
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- UPTOWN NEGRO JUNIOR HIGH 
| New Orleans. 452 cla ‘ooms, 


1,500 students. 


NETROM: 


MUSIC 


apacity 75¢ Vv 
OF A ECONOMIES 


EEDE Tete! =: i - | Maximum use of land (at $150,- 
000 an acre!). 4 Many wall-less 
Asens outdoor corridors. & Natural 
lighting and ventilation for 
classrooms. å Flat roofs without 
breaks. & Sloping auditorium 
floor forming cafeteria ceiling. 
4 Prefabricated insulating and 
acoustical slabs used as concrete 
forms, then left in place as ceil- 
ing finish. & Repetitive structure. 
4 Curtain walls set back from 
columns. å Steel channel bridg- 
ing for lighting fixtures cast in 
bottom edge of exposed concrete 
beams ($3,000 saved). A Unit 
heaters (no central heating) be- 
tween classroom pairs ($50,000 


saved). 


cost 

$1,396,000. A $11.70 per sq. ft. 
$26,845 total building cost per 
classroom. à $931 per student 


CONSTRUCTION 

Slabs supported on 40 piling. 
A Reinforced concrete on 8 
module. å Cement asbestos board 
and glass as fillers, å Aluminum 
extrusions as sills and opaque 
panel caps, à Structural mul- 
lions on 4’ centers. A Metal louv- 
ers outside columns for direct 


sun control 


FEATURES 

Nice gradation of buffer zones 
(technical-v ional, then ath- 
letic - assembly buildings) be- 
tween quiet classrooms and pub- 
lic park with noisy playfields. 
å Patio arrangement of library 
and administration. & Attractive 
public entrance. å Exciting vis- 
ual effect from second-floor 
outdoor corridors. å Heaters tied 


into program clock system. 


CREDITS 

Favrot, Reed, Mathes A Berg- 
man, architects. A De Laurel & 
Moses, consulting electrical en- 
giners. AR. P. Farnsworth Co., 


general contractor. 


In New Orleans, classrooms are clustered in detached two-story units 


o make most of cramped site and construction economy 


View from public park shows (l t) gymnasiu i tment d ci e rium building 


How to get 107,000 sq. ft. of building (not counting out- 
door corridors or overhangs) on 90,000 sq. ft. of land? 

This is the kind of problem every big city faces; the 
obvious (and usual) answer is a compact block of a build- 
ing with the open land thus saved becoming a pathetic token 
of a school yard. 

New Orleans has made a bold and admirable departure. 
This cluster plan uses token leftover land to give maximum 
visual relief in a slum area that badly needs the sight of 
green and open patches among buildings. 

These two-story classroom clusters proved remarkably 
economical too, a fact that also recommends the idea for 


sites with more elbowroom than this. They add the economy 


of two-story construction to the cluster’s innate simplifica- 
tion of lighting, ventilating and construction problems. The 
design seems not to take full advantage of cluster possibili- 
ties however; it ignores the interesting and tricky problem 
of how to get fullest economy of corridor space in a multi- 
story cluster. 
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The four two-story classroom clusters are at right in the model photograph, 
the F-shaped unit for special and elective facilities runs down the center, 
and “noisy” facilities are at left. A public park with playfields is across from 


the “noisy” units; eventually street between school and park will be closed. 


Below: view of classroom cluster as seen from the second of the three cor 
ridors linking “electives” building with the classroom groups. Classroom 
walls are set 3'-6" behind the rear face of columns; on south and west 
side (as seen here) metal louvers are hung outside the wall, between columns, 
for sun control. Windows are awning type except for the top pane, between 


beams, which is fixed. Opaque portions of the wall are cement asbestos. 


CLUSTER PLAN 


In Fairfax, Calif., the rooms are clustered in 


H i OAK MANOR ELEMENTARY SCHOOL hinged, 12-3” o.c., span 28’, 
\ > a Fairfax, Calif. & 270 students, 4 2” x 6” framed stud partitions 
7 classrooms. between classrooms, finished 


| with plywood. å Roof-ceiling of 


i ECONOMIES acoustic tile. & Pitched roof 


Laminated wood arches, Y- framed with 2°'x°8"s. 


i ; shaped, use only one post in- 


| stead of two for equivalent FEATURES 

MM ; : rigid frame (cost of Y-arch Very intimate appearances; it 
| | $500; cost of conventional lam- looks as if every classroom were 
i i > inated arch to do same job, a little red schoolhouse all by 
j | $575). & Open corridors. à Multi- itself. A Fire rating of laminated 
í ‘ use room doing quintuple-duty timber structure as good as, or 
y as lunchroom, assembly, indoor better than, light steel, at lower 
hh K play, rainy-day activity rooms cost, å Excellent bilateral light- 
ih tt | and theater; total area of this ing and good acoustics due to 
nt i ; unit is less than 4,000 sq. ft. roof pitch. á Flexibility of class- 
WON \ \ (separate lunchroom, playroom, rooms greater than in usual 
N theater. would have required masonry partition schools, å In- 
N SERGE #500: aa Be. more Glue connen’ dependent use of each school 

N ing corridors at $60,000). unit easily possible. 

\ costs CREDITS 


John Lyon Reid, architect, 
å Bayha, Weir & Finato, me- 


$199,141. A $13.80 per sq. ft. 
4 $28,410 total building costs per 


X hs rra oiia a b k classroom. & $740 per pupil: chanical & electrical engineers. 
\ åL. H. & B. L. Nishkian, con- 

- A ` CONSTRUCTION sulting structural engineers, 

\ Y-shaped, laminated wood 4 Dariel Fitzroy, acoustical en- 

a arches (see section), three- giner. à A. Von Rotz, contractor. 


Three separate units make up this school: two-house kindergarten (right), five-house classroom 


wing (left) and big house multi-use wing. All three are connected by open, sheltered walks. 


Beautiful setting, at foot of hill and 
among bay and oak trees, suggests a 
pleasant country school. W avy roof line 
echoes silhouette of hills, Low-hanging 
branches were preserved to encourage 
tree-climbing. 


three separate units 


to reduce scale and cost 


This “school of many gables” is of special interest because it so neatly combines 
the educators’ “little house” ideal with an engineer's ingenious invention. And 
on top of that it is as charming a piece of architecture as the year is likely to 
bring forth. 


Architects of elementary schools, where rooms are almost certain to stay fixed 
for keeps, have always had their choice between building the supporting struc- 
ture either lengthwise to the building or crosswise to it. The advantages of a 
school made up of a series of cross walls are these: 1) the walls are usually of 
masonry and sound insulative, 2) the roof is spanned from wall to wall and 
no supporting members have to be built in with the glass, and 3) the school can 


be designed if desired with a series of little gables making each classroom a little 


Three-hinged, Y-shaped frames are independent 


of walls and partitions. Deep roof overhangs, 
house. (Architects seem never to have thought of this.) ‘ 
l : ; plus trees outside glass gable end, provide plenty 
In this school Architect John Lyon Reid worked a double change on the cross- : 
4 g . of shade (see cut). Glass gable ends face north- 
wall little house school. First, in place of the usual bearing walls between 
‘ p ? eae. © ; é east and southwest (but on northeast side glass 
rooms, he made his structure of a series of rigid frames of laminated wood. Appa. g 3 
: I aj N ane is limited to clerestories above corridor roof). 
Next he built these rigid frames themselves in a highly original and completely 


à Partitions between classrooms could be knocked 
logical cos 


aving manner. The usual wood frame arch is composed of two 
boomerang-shaped posts that meet overhead. But Reid made his posts Y-shaped. 
Each post, instead of helping to frame the classroom on only one side, now helps 
to frame a classroom on either side, contributing half an arch to each. These 


out to create bigger spaces. 


Y-shaped posts are not only balanced (unlike the boomerang) but can be made 
lighter because they are cantilevered both ways and compel the side thrust of 
one gable a 


inst that on the opposite side. 


Photos: Roger Sturtevant 


~ = ee 
Kindergarten wing is two “houses” with glass gable ends. Redwood siding jogs up to screen separate toilet facilities, Architect Reid says that 


special sash in gable ends was somewhat costly, but laminated arches more than compensated for extra expenses, 
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CLUSTER PLAN 


More clusters: 1. One-room schoolhouses extract 100% educational use from a little site in this de- 


S 


pf ink 


/ INTERMED ? 
SCHOOL ;’ 


2. Patriarch among cluster plans is Perkins & Will’s 


Heathcote elementary school at Scarsdale, N.Y. It is a 
young patriarch indeed, with construction only now nearing 
completion. In a preview of Heathcote one year ago FORUM 
pointed out that Perkins & Will’s seemingly startling no- 
tions bear watching as forecasts (AF, Oct. °52); the fact 
that their dispersed clusters of classrooms were then almost 


ASSEMBLY- DINING 


sign by Architect John Carl Warnecke. It is for a kinder- 
garten and primary annex to an existing school across the 
street in San Carlos, Calif. Warnecke tied the units to- 
gether with a skylight-covered open corridor which be- 
comes an integral part of the roof where it intersects the 
buildings. The scheme gives each room both its own yard 
and access to covered outdoor space, and beautifully satis- 
fies a requirement that “each classroom provide a transition 
between school and the child’s familiar home and yard.” 

Construction is almost completed; in a forthcoming issue 
Forum will present the finished school in detail, together 
with the thinking behind the design. 


unique is a commentary on how fast design is moving, 
Perkins & Will settled on this scheme not for economy 
but for educational value, were able to give each cluster the 
benefit of an activities corridor. 
Another commentary on rapidity of school design change: 
a year ago the idea of leaving connecting corridors open in 
the Middle Atlantic climate was too radical to consider. 


3. British variation on the cluster-plan theme js this 


cross-shaped school by Architects F. R. S. Yorke, E. Rosen- 
berg & C. S. Mardall for a primary school at Kidderminister. 
Austerity has made British school architects past masters 
at eliminating non-educational space; ways of achiev- 
ing child-size scale has long been a livelier topic there than 
new wrinkles in lighting or heating. One result: this clus- 
terlike plan with circulation cut to a minimum. Non-educa- 
tional space savings beyond austerity regulations have gone 
into bigger classrooms. 

The building is prefabricated with 4’ plastic sheeting 
panels. Extruded aluminum shapes form edging strips and 
columns to carry 2” x 9” roofing timbers; a second series 
of 2” x s crosses the first at right angles with bolts at 
intersections. Construction of this unusual school addition 
is now under way. 


THE MAGAZINE OF BUILDING 


THE LOFT PLAN 


—economy of compactness 


This kind of planning puts the school into a compact, short- 
periphery block and uses economical toplighted interior space. 

The first loft plan was a hypothetical scheme commissioned of 
the late, brilliant Matthew Nowicki by Forum as a new approach 
to economy for its 1949 School Reference Issue. Rarely has a 
hypothetical solution proved so fruitful or borne out so well the 
economies expected of it. 


All the major possibilities of loft-plan economy were en- 
compassed in the “Forum school”: absolutely standard bays, short 
perimeter, short communication lines, corridor put to double use. 
But as shown by the case studies following, the advantages of loft 
planning are not dependent on theoretically pure exploitation. For 
instance, while Reid (below and p. 142) does use the repetitive 
bay, Smith (p. 143) has put his classrooms into structurally 
separate groups, then roofed over the common space between. 
Smith does use the interior for circulation and general activities, 
while the school by Caudill, Rowlett, Scott & Associates (p. 14) 
separates activities and circulation (and thereby manages to keep 
toplight out of the auditorium). And Reid, while adopting the 
fundamentals of compact block, toplight and repetition, has 
created a school unlike any dreamed of (at least articulately) be- 
fore. 


Two principal problems of the loft plan are noise control and 
circulation. Smith’s and Caudill’s designs exemplify opposite 
views on noise. Caudill points out that much of the time windows 
of adjoining classrooms will be open and that this gives only a 
25- or 30-db reduction in sound; ergo, why aim for more in 
interior partitions if the noise will come in anyway? Smith (whose 
activities space backs right up to classrooms) uses bearing-type 
partitions with insulated cavity, backed up by cabinets. For three 
very different treatments of loft circulation and toplighting, see 
the case studies. 


In Hillsdale, Calif., the economical loft plan is pushed to the limit and 


divided with a central court into twin blocks 
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The academic block of this 1,750-student senior high will test 
the loft-space idea on the biggest scale yet. For that reason and 
because Architect John Lyon Reid uses toplighted interior space 
not for general activities areas, as in other loft schemes, but for 
classrooms, this is one of the most controversial schools in years. 

Reid’s big academic rectangle is completely flexible—movable 
interior and exterior partitions plus space for adding more rows 
of 28’ square bays make all kinds of arrangement possible, in- 
cluding pushing courts into or through the mass. The school will 
not go out for bids until December, but already Reid’s rearrange- 
ments of his flexible loft space on paper demonstrate some fun- 
damental points about big-block school planning. 

When Forum previewed this school a year ago Reid’s classroom 
area was a single 82,320 sq. ft. block—7 bays wide, 15 long. His 
final scheme now bisects the block with a two-bay-wide covered 


141 


LOFT PLAN 


court, lobby and open garden area. This gives him in effect two 
classroom blocks of 41,160 sq. ft. each. The total academic rec- 
tangle is now 17 bays long instead of 15. 

Reid made the change “for two reasons of equal weight: cost 
and amenity.” 


By bisecting the block, he was able to go from Type I con- 
struction (required for fire safety in the first version) to Type 
IV. This saving will at the very least cancel out the over-all addi- 
tion of 10,976 sq. ft. of covered and open court. And although 
the number of interior bays remains the same, there is a gain of 
about 5,000 sq. ft. of classroom area because of saved corridor 
space in the two smaller enclosed blocks. 


A glance at the two plans shows what Reid means by “amenity.” Cost estimate: 


The final scheme is more in accord with human scale, will be Total building cost...... 
infinitely easier to navigate and gains immensely from the spac- Per sq. ft. 
iousness of the central court. academic area ....... 
shops and boiler room. 
What about those inside classrooms? Well, at the University cafeteria, little theater. 
of Michigan where the lighting studies were done, they have a gymnasium .......... 
full-size model of an interior classroom. Reid spent two full days music department .... 
in it to see if he got claustrophobia; he did not. Other visitors auditorium .......... 
have not only made no complaints on that score; they have pro- BVETAGE aoaaa eres vie 
fessed themselves delighted with the room’s pleasingly lit, airy Total building cost per 
atmosphere. (For detailed accounts of the integrated toplighting- Claseroom, scaon 
heating-ventilating units, see AF, Oct. °52.) Per student ennas naras 
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Plans at right contrast old and new 


scheme. i -type academic a 
chemes for big, loft-type academic SONE 


HEE 


Old scheme New scheme 


block. The new scheme is bisected 
by a wide entrance court and central 
corridor, sketched below, which 
has square gardens down its un- 


roofed center. 


$3,217,925.00 


15.37 
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51,900.00 
1,839.00 
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DREM ELEMENTARY SCHOOL 
Orem, Utah. à 14 classrooms. 


00 students. 


ECONOMIES 

Compact loft plan (only 9,000 sq 
ft. of exposed perimeter). 4 But 
classrooms In structurally sepa- 


units with simple framing 


aCe al corridors ak 


walls only 6” thick, cente 
der bearing walls; face brick 


carried on 4” cantilevered shelf. 


å Main piping tunnels serve a 


s, return 


air ducts to classroo 
air travels through joist space. 
ARepetitive structure on 7-4 
module established by block 
izes, A Wainscoting, hollow ma- 
onry block honed and filled with 
nasonry filler (terrazzo-like 
å Bid was $159,000 
ow construction budget of 


0,000. 


character 


cost 

1,900. A $10.60 per sq. ft. 
4 $20,850 total building cost per 
classroom. 4 $584 per student. 


CONSTRUCTION 
Concrete slab, A Masonry bear- 
ing walls, lava block and brick. 
å Steel skeleton clerestory walls. 


å Long-span steel joists. 


FEATURES 
for 


Stubby entry hall corridors 


rooms, 4 Block, insulation 


and cabinet noise deadening 
between class and activities 


areas. à Air to classrooms picks 


mpipe heat loss in tun- 


nels, also warms floor at peri- 


meter. à Return air picks up 


ar heat in Joist space, saves it 


(in winter) or exhausts it 


CREDITS 
Wiliam Rowe Smith, architect. 
4 Fred W. Needham, Richard H 
Johnson, associates. A George W. 
Poulsen Jr., structural and me- 
chanical engineer. å F. C. Bates 
electrical engineer, A Tolboe & 
Harlan Construction Co., gen- 


eral contractor. 


Facade features precast concrete panels above and below classroom windows 
In Orem, Utah, the block plan saves land, gets 


sound and circulation control 


with eight stubby entries 


of thinking 


compact 


e space economically 


large unit (1), we started thinking of it 


s both to the commor 


s (2) backed up on a common area. Roof- dnd" 


Section shows structur te cl m it lt “ 5 1 
7 ate classroom units joined by roof of “e area.” Note classroom skylights 


In Electra, Tex., bulldozers dig down inside the block plan to get 


dropped multipurpose space uncer a cheap, simple roof 


CROSS SECTION 


N 


AUDITORIUM 


For added height in the auditorium, the architects dug 
down! Use of a dulldozer instead of scaffolding gave cheap- 


er cubage; unbreken roof slope will save maintenance. 
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FLOOR PLAN 


scale: je 


ELECTRA JUNIOR HIGH SCHOOL 


Electra, Tex. A 13 classrooms. 
A 383 students. 


ECONOMIES 

“Geometry of compactness," 
horizontal and vertical, cuts out 
about one-third of usual area. 
å Loft plan with deep class- 
rooms, educational use of in- 
terior, & Pitched roof embrac- 
ing in one gentle slope every- 
thing from 7’ overhangs to high 
assembly space. A Additional 
central cubage bulldozed out of 
ground. A Bids came in so low, 
alr conditioning (for summer 
community use) and an extra 
bay for gym were added, 


cost 

$317,323.40. A $9.83 per sq. ft. 
4 $24,409 total building cost per 
classroom, & $828 per student. 


CONSTRUCTION 

Slab on fill. & Pipe columns. 
a 5” x 12” wood beams over 
classrooms, wide flange sections 
over gym and auditorium. 42” x 
12” wood joists throughout. 


Photos: Ulric Meise!—Dallas 


A Built-up roof on wood decking. 
A Wire glass skylights. A Ex- 
terior walls, face brick and 
backup tile. 4 Partitions, cork- 
board (one wall each classroom) 
and plywood, 


FEATURES 

Low and intimate child scale. 
A Entrance court for outside 
dining, milling around. à Li- 
brary-dining space (compatible 
furniture) serving also as lobby- 
lounge and assembly overflow 
for graduation or Christmas 
crowds. å Kitchen (and cooking 
odors) pulled back from multi- 
purpose areas. 4 Ingenious nat- 
ural ventilation for activities 
space, corridors and all but one 
classroom (see diagram). 4 Big 
outdoor covered play shed, pro- 
tected on north, à Tackboard 
(cork) on 2” x 6” studs doubles 
as partitioning for one wall of 
each classroom. 


CREDITS 

Caudill, Rowlett, Scott & Asso- 
ciates, architects. A J. W. Hall 
Jr., mechanical engineer. à Wal- 
ter Droemer, general contractor. 


Wind test shows how corridors 
take in breeze, pass it to class- 
rooms through low wall vents. 
Corridors also pass light to class- 
rooms through glazed upper walls. 


THE MAGAZINE OF BUILDING 


co RE PLAN saves periphery and money 


In an effective maneuver to defend their building budgets, a number 
of US architects (particularly in southern climates) are grouping 
their classrooms on a central service stem, or core. The plan is a 
modern parallel to Kipling’s hollow-square regimental defense 
against the enemy in that it presents a tightly grouped set of class- 
rooms, back to back, side to side, with a shortened ring of exterior 
wall. In the center, on the stem, are vital services like plumbing, 


heating, electrical lines. 


With a few blocks you can discern the great advan- 
tage of a central service core. 
Think of these as six classrooms, each 25’ x 36’: 


Lighted and ventilated in the conventional way 
around the periphery the classrooms will probably 
have to be arranged this way 


Call the exterior wall 316’ long in this case. 

But if you can depend on the center of your 
wing, the spine, for services like light and ventila- 
tion, you can arrange your classrooms this way in 
plan: 


You have saved 22’ of exterior wall length; and you 
have discovered the great advantage of the core 
scheme. With a wing of 12 classrooms the advantage 
really amounts to something: 1614% of exterior w all. 
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You may also have saved considerably by con- 
solidating and thus shortening your pipe runs, and 
you will probably save every winter on your heat- 
ing bill because the shorter exterior wall area will 
lose less heat. On the other hand, the latter savings 
will probably be eaten up by the extra cost of 
lighting the interior end of the deep classrooms 
electrically or by skylight. 

The core idea, in its simplest application is this, 


in section: 


It is a typical classroom wing of De Anza high 
school by Architect John Warnecke, which will be 
built in El Sobronte, Calif., with a pipe trench run- 
ning down the middle of the finger-plan school 
between the back-to-back classrooms. 

A more sophisticated application, the Foster 
junior-senior high school in Seattle by Architect 
Ralph H. Burkhard (AF, May °53) has an actual 
service-core corridor built into the structure. 


There is one small worm in the core plan, espe- 
cially for cold climates. Really to exploit the idea, 
exterior corridors should be used, and this is a 
hard thing to do in multistory schools, 


But for a resplendent example of how good a 
core school can be, see the next five pages. 


Photos: Ulric Meisel—Dallas 


In Laredo, Tex., a school is built around a plaza, 


Although this school sprawls luxuriously around an expansive 
central plaza, it is not an expensive school. To balance the genial 
atmosphere of hospitality which they brought to this design by 
including the pleasant open patio for between-class society and 
community functions, the architects had to develop an ingenious 
cost-killing utility system which justifies all the design aspects of 
the structure , postponing the problem of utility, they first 
had visualized a school as cheap as they could make it good. 

To do this, they 1) set the classrooms back to back the short 
way and used outdoor corridors, cutting the expensive perime! 
14%, and 2) pushed the ceiling down to 9’-8” height. Then they 
refused to accept the normal penalties of both these moves. 

The first penalty should have been lack of classroom ventila- 
tion. Short of an interior partition that could stop sound but not 
air movement there was no answer to that. So they invented the 


breathing service core shown on the opposite pa 


THE MAGAZINE OF BUILDING 


LAREDO JUNIOR HIGH SCHOOL 
Laredo, Tex. A 25 classrooms. 
A 800 students. 


ECONOMIES 

Deep back-to-back classrooms 
with low (9’-8”) ceiling and flat 
roof; savings, compared with 
double-loaded corridor arrange- 
ment with long wall to exterior: 
368’ of exterior wall plus 4,220 
sq. ft. of floor and roof plus 630° 
of interior wall finish plus 26% 
of cubage over usual 12’ ceiling. 
4 Integration of partitions and 
teaching aids into ‘teaching 
space dividers."’ A Outdoor corri- 
dors. à Compact service core. 


CONSTRUCTION 

Lift-slab concrete roof on steel 
columns, A Fillers of glass and 
12” brick cavity wall. à Lami- 
mated wood arches over gymna- 
sium and auditorium. 


cost 
$631,591.95. A $10 per sq. ft. 
A $25,260 total building cost per 
classroom, å $800 per student. 


FEATURES 

Toplit lift-slab. A “A partition 
that breathes”: ventilation 
through the back wall of back- 
to-back classrooms. A “Vertical 
teaching spaces”: partitions as 
useful as desks. à Central out- 
door patio for social life. à Gym- 


nasium with a disappearing ex- 
terior wall. & Unique expression 
of lift-slab structure. 


CREDITS 

Caudill, Rowlett, Scott & Asso- 
ciates, architects. A A. A. Ley- 
endecker, associate architect. 
4 Rambo Construction Co., gen- 
eral contractor. à J. W. Hall Jr., 
mechanical engineer. 


Service core consists of ventilating “corridor” 


atop a shallow pipe trench. 


ventilating wall 
heating wall 

plumbing wall 

acoustical wall 
“built ins” 


electrical wall 


nourished with a low-cost service core 
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A service core that breathes. Down the center 
of each classroom wing is a 214’ hallway that no 
one but the plumber walks down. Adding only 5’ 
of exterior periphery to each wing, it performs all 
the services noted above, and is completely acces- 
sible. The most ingenious of its abilities is sound 
baffling. Air enters the core high on the windward 
side, has to go through a sound chamber before it 
emerges to circulate through the leeward classroom. 
The tested decibel reduction is equal to the solid 
partitions siding each classroom, a 34-db loss (low, 
but only sensible in warm-weather schools, say the 
architects). But this is just part of the original 
thinking in this slick new Caudill, Rowlett & Scott 
school, the 47th they have done in the last five 
years. Turn the page for more details. 


il 


> 


P 


147 


CORE PLAN 


Photos: Ulric Meisel—Dallas 


Lift-slab construction is clearly expressed in corner of 
school abone. Round structure of partially pierced brick- 


work is a storage shed for garbage waiting collection. 


Within the plaza, grass patches are rounded deliberately 


to contrast with angularity of the rest of the design, Plaza 


is gathering place between classes, is also used for com- 


munity affairs. Landscaping is still to be added. 


The service core and the structure The architects pushed to take advantage of their 


ingenious central-service avenue by jacking up their 
lift-slab to a ceiling height of only 9’-8”, but that 
raised the problem of lighting the inner recesses of 
the low shoe-box-shaped classrooms. Solution: plas- 


TOP LIGHTED 
LIFT -SLAB tic bubbles. 


The perforated lift-slab is expressed beautifully 
by the exterior vertical walls, which all turn to glass 
a foot or so short of the slab, proving that they 
carry no weight. Design of the entire building is 
very planar except for 1) the half-theater, half- 
gymnasium vault, which is supported on laminated 
timber arches; 2) the handsome punctuation mark 
of a round brick garbage-gasoline storage shelter 
beside the school. 

f The architects found that the lift-slab method was 
SPACE DIVIDERS 3 $24,000 more expensive than the usual steel frame 


with wood joists and deck, but picked it as a better 
fire risk. In this and several elementary schools 
that Caudill, Rowlett & Scott designed for Laredo, 
the firm hit the budget estimate within 149 


148 THE MAGAZINE OF BUILDING 


Under plaza overhang is classroom wall made principally of glass jalousies. 


Overhangs shade glass, also shelter exterior corridors. 


The service core and the classrooms 


The most noticeable feature of the novel service core 
is the large ventilating grille set in the back wall of 
each classroom, but there are bigger effects both 
direct and indirect. The most direct, of course, is the 
room shape. An economically deep room is per- 
mitted. But the service core also pulls all built-ins 
such as sinks to the rear wall and frees the parti- 
tions to become what the architects call . . . 


Vertical teaching surfaces. There are no parti- 
tions as such. Instead, Caudill, Rowlett & Scott have 
transformed all the room dividers into surfaces just 
as useful—according to the teachers—as the class- 
room desks. They are made of corkboard, chalk- 
board, pegboard, or dowelboard, and—most impor- 
tant for fiscal reasons—are not mounted over a 
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Rear classroom wall bordering on service core has ventila- 


tion grille, skydome ports, and long line of built-in cabinets. 


Partition, is a “Vertical teaching surface”, (This one is 


in a similar grade school in Laredo by same architect). 


wall, as the usual schoolroom aid is, but are nailed 
directly to the studs, even the corkboard. An esti- 
mate of the money saving involved: 


Cost comparison of teaching surfaces: 
(floor-to-ceiling vs. 4’ band) 
4 band& Extra per 


Finish 8 high 8’ plaster lin. ft. 
Chalkboard <...4..00 00006 $6.00 $5.10 $0.90 
Wackbosed) eicseisischinateosien 6.48 5.16 1.32 
Perf. hardboard .........- 4.16 3.16 1.00 


When teaching surface runs from floor to ceiling it is as- 
sumed that the plaster can be eliminated. 


The architects let the contract for these teaching 
space dividers separately from the rest of construc- 
tion and established that their cost was only 4% 
of total construction cost. Another advantage: they 
can easily be demounted and shifted to meet chang- 
ing demands of fluctuating enrollments. Disad- 
(in more confined climates): doubtful 
acoustical value. 


vantage 


149 


CORE PLAN 


Auditorium under vault supported by laminated 
timber arches is simple in finish but dignified. 
View ri is from stage. Crown of vault was 
deliberately broken for acoustical reasons, to 


prevent focusing of noise down center. 


Gymnasium is structural continuation of audit- 
rium. It adjoins the plaza (see below) and has 
an unusual feature (particularly unusual in an 
economy school): an exterior wall that folds up 


and disappears. 


Broad plaza, lying across the middle of the 


school (below), is a continuation of a Southwest 


tradition. To the rear of this photo is the vaulted 


gymnasium with its disappearing wall. 


Photos: Ulric Meisel—Dallas 


ZONE PLAN helps control noise, traffic and children 
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Every plan—whether it is for a house, office building, hospital 
or school—is zoned. But while zoning is not so very important 
in a spread-out, articulated plan, it is a “must” in any concen- 
trated, compact layout. 

The two schools shown on the next five pages are compact in 
plan. They have a few wings that shoot off here and there, but, 
by and large, their plans are highly concentrated. Both are exam- 
ples of clear zoning that made the difference between a workable 
school and a nightmare of inefficiency. 


Zoning in schools means three things: 


1. Zoning for noise—isolates noisy areas, separates them from 
quiet classroom wings (p. 152). 


2. Zoning for use—links areas of related use, such as the audi- 
torium, the music and art rooms and the shops; or the gym and 


the athletics field (p. 153). 


3. Zoning by age groups—separates (in elementary schools) 
the kindergarten crowd from older children, and the first to third 
graders from the fourth to sixth (p. 154). 


Zoning can be achieved both horizontally (all on one floor) or 
vertically (by changes of floor level). The TAC & Johnson school 
on p. 152 is zoned in a horizontal plane only—with noisy a 


S 
placed far away from areas used for quiet study and with “re- 
lated use” areas bunched together. The Perkins & Will school 
on p. 154 is zoned vertically as well as horizontally, for its split- 
level plan efficiently separates different age groups, and its “spoke” 
y areas such as the kindergarten out 
of the way of classroom wings. 


or “finger” plan keeps noi 


No zoned school can be a prototype—for each school represents 
a new zoning problem, depending upon site conditions and the 
local educational program. But these two schools are examples 
of clear zoning as compared with the fuzzy zoning that marks 
plans conceived carelessly or hastily. They are also evidence that 
good zoning need not mean costly decentralization. 


ZONE PLAN 


2. Noisy zone: Beyond row of shade trees is one-story 


cafeteria in a separate wing with the gym connected to 
the two-story main classroom building (left, below) 
by a 65" long glazed walk. 


Photos: Ben Sch 


3. Gym and classroom wings face northwest toward playfield (foreground) 


helps produce a fully equipped junior high for only $15 a sq. ft. 


CHANDLER ST, JUNIOR HIGH 
Worcester, Mass. A 900 students. 
37 classrooms or shops. 


ECONOMIES 

Two-story classroom wing with 
double-loaded corridors. å Highly 
concentrated plan (perhaps too 
tightly concentrated resulting in 
some plan congestion). à No 
plastered ceilings in shops; steel 
structure exposed (estimated 
saving: $3,550, or 25¢ per sq. ft.). 
A Precast concrete slabs on sec- 
ond floor (estimated saving over 
poured slab on steel: about $4,- 
500). & Omission of toplighting 
in second-story classrooms was 
necessary to reduce the con- 
struction bid. 


Typical classroom Sewing room 


COSTS 

$1,576,000, & $15.61 per sq. ft. 
A $42,600 total building cost per 
classroom. & $1,750 per pupil. 
Note: in such a well-equipped 
school in New England these 
costs, which Include all built-in 
equipment, are remarkably low. 


FEATURES 

Unusually complete junior high 
school plant. & Good zoning of 
plan — all noisy areas are 
grouped together (auditorium, 
shops, music rooms at one end, 
gym and cafeteria at the other). 
A Quiet areas similarly isolated. 
A Despite very tight concentra- 
tion of plan, individual units 
were planned for separate use— 
auditorium for community use, 
gym for use in connection with 
outdoor athletics area, etc. 
A Close plan relationship of po- 
tentially related areas —audi- 
torium near shops, music and 


art. 


CREDITS 

The Architects Collaborative and 
G. Adolph Johnson, associated 
architects, A Homer Anderson, 
school consultant. à Thomas 
Powers, superintendent of 
schools.ALeo T. Doherty, assis- 
tant superintendent of schools, 
in charge of buildings. 4 John 
Capobianco, general contractor. Metal shop Gym 


ARCHITECTURAL FORUM + OCTOBER 1953 153 


ZONE PLAN 


Split levels fit the site, are bridged by handsome stairs. 


shaft is just the kind of thing that sets this school apart 


MULTI 


PURPOSE 


SO teat 


aa aa | 


iE 


y; 


Admittedly a slightly more expensive detail, glassy stair 


from run-of-the-mill institutions. 


: 


I 
h 


RALPH R. SMITH ELEMENTARY 
SCHOOL 

Hyde Park, N. Y, à 596 students. 
4 17 classrooms. 


ECONOMIES 
Double-loaded corridors. A Floor 
levels closely follow changes in 
grade. ALocal stone, taken from 
nearby wrecked building, cost 
only 50¢ more per sq. ft. than 
fine brick, helped to give school 
a luxurious, well-finished look. 
A Good materials will reduce 
maintenance costs, 


cost 

$1,000,000, & $19 per sq. ft. 
A $58,000 total building cost per 
classroom. A $1,840 per pupil. 
A Because they were opened at 
the peak of the Korean war, the 
bids were high. (Another rea- 
son: a concrete roof, expensive 
in a “steel” area, was used to 
eliminate ‘critical’ steel.) 


FEATURES 

All finger-plan advantages plus 
advantages of ‘spoke plan,” 
shorter circulation radiating 
from administrative center. 
4 Only three spokes mean wide, 
spacious re-entrant angles 
around central core. & Links be- 
tween wings articulate building, 
separate different age groups 
(as do split levels), permit ex- 
cellent control and separate use 
of each wing, A Glass over lock- 
ers (see section) lets corridors 
borrow light from classrooms. 
á Kindergarten at the end of 
one spoke is well separated from 
rest of school, A Glassed-in sec- 
ondary stair is handsome, prac- 
tical. A Lower-level auditorium 
is small in scale to suit children, 
4 Clever use made throughout of 
inexpensive, good-looking ma- 
terials where they count to take 
away any "institutional" drab- 
yess. A Classrooms nearly square 
in shape for more flexible use. 


CREDITS 

Perkins & Will, architects. 
4 W. W, Kingston & Co., Inc., 
general contractor, 


Photos: Hedrich-Bl a ` p , , 
jii alata Stone bullding is a fine art in Hudson Valley. Architects Perkins & 
Will found an old stone wall on an adjacent site, used the native ma- 


terial to enrich their school and make it blend with local tradition. 


In Hyde Park, N.Y., a zoned school uses 


l radiating classroom wings around an administration hub 


| Full extra story under one wing is gained by split-level plan. Architects A tough break against architects is the fact that the public 
| used it to house lunchroom, kitchen, services, auditorium. Pitched-roof thinks that good-looking buildings must be expensive, that ugly 
| building in rear is gym. RET mas. gè s i 

i building in rear is gym buildings must be cheap. This discourages ingenuity, lowers 


pride. Here is a school whose most handsome features add 


little or nothing to cost. And it has a well-zoned plan to boot: 
its four wings are spread wide apart to keep the noises of the 
gym or the kindergarten from the classroom areas; a system of 
split levels (that closely follow the contours of the site) helps 
separate other noisy areas (such as the cafeteria) from spaces 
that demand quiet; and all this has been achieved in a “spoke 
plan” whose spokes are so arranged as to avoid the usual, ugly, 


tight re-entrant angles. 


Kindergarten looks like a big living room. Stone 
fireplace, curtains, flowerboxes outside windows 
make children feel at home. Glass around fire- 


place increases sense of spaciousness. 


CLASSROOM 


Photos: Hedrich-Blessing 


CLASSROOM 


SECTION OF TYPICAL CL. 


Auditorium is deliberately informal to make chil- 
dren feel at ease, At same time, slanting of walls 
and arrangement of lights help focus their atten- 
tion on stage, Walls are paneled with pine boards: 


ceilings are acoustic plaster. 


ROOMS. 


—28'- 4- 


Classroom wings were designed with double-loaded corridors. Section shows 
usual bilateral lighting achieved through the type of clerestory on which 
Perkins & Will have generally standardized after much experience (one 
advantage: it balances solar heat gains). Note unusual device for light- 
ing double-loaded corridors: fixed glass panel between tops of lockers and 
corridor ceilings permit corridor to borrow light from bright classrooms. 


Backs of lockers are used for tackboards to display children’s paintings, 


THE MAGAZINE OF BUILDING 


The movement to limit glass in office buildings is already in full 
swing. That a similar movement may be starting in school build- 
ings will come as a shock to many of the uni-, bi-, tri- and quad- 
rilateral architects of the country, but here are two examples. 
The location of both these schools is northern, and cost is the 
biggest of several arguments in favor of less glass 


: 1) there is less 
heat loss, 2) lights must be on most of the time anyway, 3) less 
glass maintenance is required, and 4) multistory schools are easier 
to build with small windows. 

But in this economic regionalism is also a hard heart of con- 
viction, particularly for high schools: light with electricity and 
you will know how much light you can always count on. Glare 
can be controlled easily, Over-all uniformity in heating is easier 


Long low wing of classrooms for Hawarden is simplest, least expensive solution 


SMALLER WINDOWS 


may mean lower operating costs 


to achieve when you cut the unbalancing influence of glass. Cir- 
culation can be brisker in an artificially lighted school because 
the design can be more compact. 

Forum questions this development not on its economics, not 
on its convictions, but on its architecture. Schools are not basic- 
ally built for money, or for efficiency, but for children, and en- 
forcing a totally artificial environment on young children may 
be stealing something from them. School is at best an enforced 
regime; to tighten this regime architecturally with small-windowed 
schools may move against the main trend toward relaxed and 
comfortable educational buildings. Forum has for some time 
been interested in smaller windows for office buildings, welcomes 
the experiment in schools, but is still the man from Missouri. 


Hanging baffles mask lighting fixtures overhead 


In Hawarden, lowa, low windows, low heat bills, low overhead 


Hawarden, Iowa, needs 17 new classrooms, but has only a $233.- 
000 maximum taxable base to pay for them, an alarming fact 
of life considering classrooms in that climate generally cost 
$20,000-25,000 per unit. 

But bids are in for the new design and it looks as though 
Hawarden will get the classrooms without exploding its tax struc- 
ture, Architect Harold Spitznagel designed a straight, simple struc- 
ture that cuts two cost corners: 


>It has vision strip windows only 4’ high and relies for its 
lighting on fluorescent ceiling fixtures masked with acoustical 
baffle board (tested light level with shades drawn, 63.6 foot- 
candles, on desk top with new lamps; 50.5 foot-candles two years 
later without lamp replacement or cleaning). Disregard for day- 
lighting saved money by permitting classrooms almost square in 
plan and by allowing selection of lowest cost scheme for exterior 
wall. From sill up, including porcelain fascia, this wall would 
cost $26.93 per lin. ft. (see detail) against glassier alternates up 
to $76.93 per lin. ft. 


>It has a low-cost heating system. Based on the principle of pre- 
heat and reheat, its central tunnel-plenum supplies 60° air to 
underfloor ducts made of sewer tile; the air is then introduced into 
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each classroom, through individually controlled reheat coils near 
the windows. The return is through a hung corridor ceiling 
plenum. 

Bids: General contract—$173,785; heating, plumbing and 
temperature control—$23,939; ventilation—$8,950; electrical— 
$21,530. 

Says Spitznagel: “Observation of the older buildings had con- 
vinced us that most teachers drew the translucent shades to the 
mid-point of the old double-hung windows and lit the lights, which 
burned constantly irrespective of the intensity of the natural illu- 
mination. We therefore concluded that we would draw these 
shades permanently by so constructing the building, and thus 


area, the heat loss 
and the heat gain resulting therefrom and the maintenance which 


eliminate the initial cost of the larger glas 


a glazed area requires.” 


MN m 


supporting strop 
air turns 
2a” x 40° 24" concrete 
worm oir plenum box 


12" dio. worm oir tile-— 


Blinders mask glare from classrooms. cost about $36 each—$6 for material, $30 for labor 


In Minneapolis, Minn., a university 


LOSY tests economies of less glass 
OR PLAN 


in a cold climate under 


electric, light 


[Frases rnain ca 


SECONDARY LABORATORY HIGH 
SCHOOL 


University of Minnesota, Min- 
neapolis. à 24 classrooms, å 450 
students (plus 235 student-teach- 
ers and staff members). 


ECONOMIES 

Multiple-story, double-loaded 
corridors. A Low (9’-9") ceilings 
(saving: $260,000). A Square 
classrooms resulting in small 
periphery, 4 Closed-circuit tele- 
vision system (instead of glass 
booths) for observation of teach- 
ing by student-teachers (saving: 
$20,000). à 4° modular construc- 
tion. 


cost 

$1,460,693, A $16.87 per sq. ft. 
4 $60,000 total building cost per 
classroom, $2,100 per pupil. 


CONSTRUCTION 

Steel frame with concrete floor 
slabs. A Exterior walls, concrete 
panel and brick veneer. 


FEATURES 

Complete facilities for use of 
visual aids, å Extensive acoustic 
treatment. A Closed-circuit TV 
system, & Vertical baffles on 
south windows. à Classrooms 
tailored to departments (built- 
in aquarium for biology, etc.). 
4 Space for demonstration of 
master teaching 
A Greenhouse on roof à Win- 
dowless gymnasiums. 


techniques. 


CREDITS 

Magney, Tusler & Setter, archil- 
tects and engineers. 4 Winston 
A. Close, University of Minne- 
sota advisory architect. à D'Arcy 
Leck Construction Co,, general 
contractors. 


This winter in Minneapolis’ newest high school the lights will be 
on every school day all day. Reason: in this school the windows 
are only 3’ high. In no classroom is natural light considered as 
any part of the source of illumination. Many other schools may 
also be running their lights constantly this winter—especially if 
their weather prediction is as dour as Minnesota’s (December, 
for example, is expected to be completely overcast 16 days, clear 7 
days, partially overcast the rest). 

But the special point of this startling design is that the lights 
will still be burning in these classrooms next April and May, 
when they are turned off in most other modern schools. 

This is a glove thrown squarely in the face of most advanced 
US school design theories and it is not thrown casually. The 
new high school is the training high school for the School of 
Education at one of the great US universities, and the decision 
of these educators to turn away from daylight illumination was 
not mere whim. Their reasons can be divided into those of 1) 
economy, and 2) conviction: 


Economy. The cramped site on the crowded campus of the 
giant University of Minnesota, necessarily near the other Educa- 


Short windows leave good vertical surface for 
upholstering with acoustical absorbent, im- 
portant in view of wide use of television and 
other teaching aids in this laboratory high 
school. Note that wall over windows is painted 


light color and has luminaire close to it to 


diminish contrast with light through windows. 


Photos: Warren Reynolds 


tion buildings, and the required large number of classrooms 
made it obvious that rooms would have to be stacked in a multi- 
story structure. Another demand of the program: square “activ- 
ity-type” classrooms. That ruled out overhead natural lighting 
and raised another problem: Minnesota’s requisites for daylight- 
ing from the side wall would call for a glass height one-half the 
depth of the room. This meant a 14-6” ceiling. 

This was turned down in favor of a 9-6” ceiling with artifi- 
cial lighting,* and the architects estimate that the reduced volume 
saved $2,920 per classroom, figuring the omitted cubage at 75% 
of average. (An estimate by an independent appraiser would 
place this saving closer to $732, figuring in glass, extra parti- 
tions and a $200 allowance per classroom for stairs, columns, 
pipes, etc.) 

Cost of lighting and otherwise maintaining the low-ceilinged, 
electrically illuminated classroom also was investigated by the 


* Classroom 29’ x 32’, 9'-9” high, is lit by two rows of 4’ T fluorescents with 
leading and lagging tubes for stroboscopic correction mounted on 8' channels 
and shielded by a louver bottom (upward component, 194 foot-lamberts on 
ceilings; downward, 35 foot-candles at task level). 
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LESS GLASS 


designers. Their figures (still using the 7: cubage computa- 


tion) : 
sroom with vision strip—as built 
l. Li 
kw-h), 
a. Ownin 


shting costs per year (elect 


terest at 3%, 


c. Lamp cost 


10.80 
1.14 
$119.51 


ssroom depth 


d. Cleaning cost 
Heat cost (fuel at 
Total cost, heating plus 


.00 per million Btu delivered).. 
iting per year..... 
sroom with glass height equal to one 
1. Lighting costs 
Ownin 
b. Oper: 
c. Lamp cost 
d. Cleaning 
Heat cost .. 64.60 
3. Additional building cost per year includes incre: 
amount of radiation and of glass, also blackout shad 
ory height. The 
)/1.000 x 


asec 50-year amortization 


of these costs 114.00 
Total cost, heating, lighting 

per year 29.05 
North elevation does not need baffles on windows, 


Stair wells project from flat classroom facade. 


Warren Rey 


enclosed observation booths 


beside classrooms for university student-teachers studying teaching operation. 


Conviction. But it was not all a matter of mon Even if a 


more spacious site had been available, the desi s would have 
made this school a three-story structure with double-loaded cor- 
ridors. Principal M. W. Stout and Architect Richard F. Hamel 
question “whether the type of circulation inherent in high school 
class scheduling as opposed to that in elementary schools indicates 
the desirability of a one-story rambling structure. 
A determination to avoid glare also contributed to the decision 


to use only a vision strip. There are no brightness contrasts in 
classrooms in excess of one to ten; even the small windows are 
masked with blinders (see picture) to block anything but a 
straight-out glance outdoors. 

Inside stair well, big windows emphasize fact that these architects think 


glass can be used liberally in non—teaching areas. 


MULTI-USE CORRIDOR 


Early experiments ir economy put hall space to multi-use; now they put it in the classroom 


One of the easiest ways to cut the cost of 
a school is to make part of it do double 
duty. Here are some experiments in get- 
ting double use out of corridor space— 
100 to 250 sq. ft. per classroom, which 


is normally used only for circulation. 


=o g 3 
Wit) j , 


ete ae rm. ee s/y lj 
K ital N S, Uhtin ae Mi ny 
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In 1949 Forum introduced the subject 
of making economical dual use of corri- 
dors by presenting this pioneer school 
plan by Architect Walter Bogner for 
Dedham, Mass. (AF, Oct. 49). 
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CLAISSROOIMS 


Starting from Bogner’s design, Forum 
gave the late Matthew Nowicki the prob- 
lem of incorporating the multi-use corri- 
dor in a theoretical school, “Forum’s 


school for the ‘50s” (AF, Oct. °49). 
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About the same time, Architects Eberle 
Smith & Associates found that, before 
glass was installed between corridor and 
classrooms of Ferndale, Mich. school, 
corridor was used for class space. 


In the 1952 addition to the same Fern- 
dale School, the architects omitted the 
glazed partition, rearranged the work 
counters, wardrobes and planting boxes 
to make corridor use deliberate (left). 


Meanwhile, Architects Perkins & Will 
in their pioneering cluster-plan school at 
Scarsdale created lozenge-shaped corri- 
dors for deliberate use as social space 
connecting the clustered classrooms (p. 
140 and AF, Oct. 52). And, Architects 
Eberle Smith & Associates eliminated 
the corridor altogether in their school de- 
sign for Plymouth, Mich.: 


The idea of multi-use corridors is cap- 
able of further development. Its economy 
is not one of penny-pinching, but of en- 
hancing classroom use at little or no cost. 
Warning: while some multi-use corri- 
dors have appeared in architect's draw- 
ings cluttered with furniture, arrange- 
ment of furniture must be such that a 


yassage is always clear for emergencies. 
g y k 


DESIGN STANDARDS AND DATA 


FORUM introduces a new department by the co-author of Architectural Graphic Standards 


to help keep architects current on new design details 


Beginning this month Forum updates the most thumbed book in every archi- 
tectural office: Architectural Graphic Standards by Ramsey & Sleeper.” Each 
month this new department will present several new pages of design standards 
and data developed by Architect-Author Harold Sleeper for future publication 
in a companion volume. 


The three pages of school details that follow are the first in this monthly 


series of plates. They are additions of important new material not covered in 


Graphic Standards, But, like the plates in the book, these present only accepted 


standar checked with appropriate authorities, associations, manufacturers 
and architects. The cost sheets to be included in the series will be prepared 
from data furnished by Carleton F. Rosenburgh, vice president and chief esti- 
mator of Turner Construction Co., one of the nation’s largest contractors. 
Subsequent plates, already being prepared by the Sleeper office, cover such 
timely subjects as store fixtures, church details, motel planning, layout of 
architects’ offices, suspended ceilings, comparative roofing and flooring costs, 
sunshading devices and a unique table that will permit anyone to calculate 
easily and accuraetly the size of sunshade required for any kind of window, 
based on 5,000 


for any orientation, for any part of the country. This table 
separate calculations. 


Meanwhile, Forum’s sister publication, House & Home, will present a 


similar series of house design standards and data by the same author. 

Forum believes its readers will find this new department as useful as they 
have found the book it supplements—the book Architect Ralph Walker, past 
president of AIA, has praised as “an encyclopedia of all sorts of building in- 


formation that is tested and true ... a part of architectural practice and a 


rence for all of us who work in architectural and allied fields. 


Pubii hed by John Wiley & Sons, Inc., New York City, and Chapman & Hall, Lid., London. $12.50 per copy. 


t Such newsworthy pioneering d ignated as such 


s are presented will be clearly d 


nore: lj clipped on the dotted lines, these pages will fit handily 
in an ordinary 81%" x 11” file folder. 


HAROLD R. SLEEPER is an author of note covered everything “from barns to banks, 
as well as an architect of broad experi from comfort stations to colleges, from 
ence. His books include Architectural asylums to apartments, from public hous- 
Graphic Standards, which he co-authored ing to houses.” 
with Charles G. Ramsey, The House for When not busy with his books and 
You, which he co-authored with his wife buildings, Harold Sleeper may be seen at 
Catherine, and Architectural cifica- New York’s Architectural League (of 
tions, which he authored alone. which he is past president), at Columbia 
Sleeper’s architectural career began in or Princeton or the New York School of 
Cornell (BA) and New York University, Interior Design (where he lectures), at 
and has included successive associations AIA’s Octagon (he is a fellow and a 
with several of New York City’s promi- member of the important public relations 
nent architects: Starrett & Van Vleck, and education committee), at a manu- 
Trowbridge & Ackerman, Charles G. jacturer’s office (where he may be con- 
Ramsey and Daniel Schwartzman. Today, sulting on product development or prod- 
on his own, he is at the head of an office uct literature) or at Forum’s offices dis- 
of 12, applying the knowledge gained in cussing his new series of design standards 
« broad architectural experience that has and data. 
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D E Ss l G N Broadway elementary school, San José, Calif, 


Ernest J. Kump, architect 
E. A. Hathaway & Co., Nielsen & Nielson, general contractors 


Photos: (above) Rondal Partridge; (below) Live—Richard Meek 


= 
Should the design of today’s school be domestic =eeuee 


series oe Two answers to the same question by the same 
national architectural fame after 
World War II, is a restless, 


searching young California pro- 


architect in the same school district 


fessional who is impatient with ae 3 n 2 ee i : 
Children in the San José school district live their elementary 


school days in a warm, friendly redwood building tucked among 
the forest of FHA-financed homes in the Willow Glen-Lincoln 
section. 


most other architects and con- 
temptuous of narrowly confining 
styles. In designing factories, 
residences and many schools, he 


But when the time comes for high school there is as abrupt 
has nurtured the seeds which NER à es ior mgn schoo s as abrupt 
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have grown into these twọ dif- 
ferent designs. At present Kump 
is, on typically Kumpian impulse, 
taking time out of his practice 


to “study architecture” in Italy. 


an architectural change as could be imagined within the range 
of today’s accepted “good” architecture. From a woody atmos- 
phere the children enter a brick-glass-and-steel world. They get 
out from under the wide sheltering overhangs which ward off 
sky glare in the Broadway elementary school, and go into San 
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or institutional? 


José high school behind straight vertical sheets of glare-effacing 
glass that deal with the sun problem flatly, without extra parts. 
They are torn from the womb of natural architecture (or perhaps 
they leave willingly) to enter the cool, formal world of sophisti- 
cated modern structure. S 

That the same architect designed both of these schools is in- 


teresting on several counts: 


>It is an effective demonstration of a plain truth which recently 
has been obscured in the wrangling between adherents of various 
design styles in the US. For most practicing architects, the styles 
are servants, not masters. Most working architects today pick and 
choose among design styles and vary them (and are accused by 
some serious critics of vacillating), trying to make the solution fit 


the program not only in plan and materials but in spirit. Basic- 


OCTOBER 1953 


San José high school, San José, Calif. 


Ernest J. Kump, architect 


Williams & Burrows, Inc., Carl N. Swenson Co., general contractors 


Roger Sturtevant 


ally it is the materials that should set the manner of assembly. 


> It is an indication of a generality in school design: as children 
mature, the architecture around them can also mature. But, al- 
though there is nothing new about putting up a high school that 
looks frankly institutional, like an industrial or office building, it 
is still relatively new anywhere in the country to find one that 
looks like a good industrial or office building. Why? 


> It is a demonstration of regionalism in reverse. The differences 
between these two schoolhouses state in chorus that you can solve 
the same general space problems in a way that looks scientific or 
in a way that looks home grown—and each can be an adequate 
physical solution. This regionalism is less geographic than mental. 


Or more specifically it is the 


“regionalism” of age groups. 


167 


Photos Rondal Par 


(above) 


>It is a denial of the common assertion that people do not even The solacing shelter of wood... 
notice the difference. In the San José high school. they requested 
a difference; the school board wanted something more “monu- 
mental,” the same thing that many prominent architects and 


critics have wanted for a long time. 


> Finally, it is probably an excellent example of the confusion 
which has resulted in the architectural profession from too early 


this that has led to a 


and too specific a labeling of styles. It i 
premature choosing up of several teams to defend the same gen- = 
eral goals of good modern architecture, 


In the physical details of the two buildings, there are numerous 


differences, but also a surprising number of similarities. 


Sites: The elementary school is smack in the middle of a resi- 


dential community of houses, and fits so well that it hardly even 
interrupts its neighborhood. It actually is built in the hollow in- 
terior of a king-sized residential block with very little street 
frontage. The traffic is straightforward except for one good trick: 
kindergarten children are picked up at their own entrance. 

In strong contrast to the smaller school, the high school not 
only is surrounded by streets, but also straddles one. A heavily 


and Elementary school has finger plan, with what the archi- 


traveled arterial street slashes between the main school are 


one of the athletic fields. The two areas are connected by a tects call a “spinal” corridor cutting through the class- 


broad, well-lighted tunnel. And the high school, in strong. delib- room wings. Elevation below is of one classroom wing 


erate contrast to the elementary school, is a notable landmark. with the open corridor cutting through it. 
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or the solid strength of masonry? 


High school also has finger plan jor its classroom 


wings, has the “spinal chord” corridor too, Eleva- 
tion drawing is of part of one classroom wing. 
Photo inset of administration wing shows how 


Kump, for clarity, deliberately separated struc- \V 


tural frame and pattern of fenestration. 
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continuous skylight; 


has walls of 1” 
horizontal blocking. 
Partitions are 2” x 6” studs, 16” o.c. with 14” fiberboard on 
plywood finish. The high school places more 


emphasis on maintenance, with masonry finishes. 


each side and ¢ 


Elementary school has a double-pitched 


roof, penetrated at peak by a long, 


here also is a ., . 
: Slanted ceilings patterned with a wooden grid... 


high window up under eaves on side 


not shown in above photograph, 


Despite differences in size and character, plans of both 
are really much the same. They are finger plans, with 
r “corridors” connecting the wings of classrooms. 


Materials: Both schools have rigid steel frames. The little school 


redwood vertical shiplap on 2” studs with 
Inside finish: 34” Douglas fir plywood. 


Costs: These are not comparable according to the builders be- 
cause the elementary school was started in 1947, three years be- 
fore the high school, which was built at a cost peak. Cost for the 
elementary school, $9.10 per sq. ft.; for the high school, $15.25. 


Photos: (p. 170) Rondat 


Partridge: (p. 171) Roger Sturtevant 


Detailing is distinctly different. Ele- 
mentary school (left) has fixed- and 


awning-type sugar-pine sash. High 


school window walls are steel sash in 
steel plate frames. Note how high 
school classroom doors swing neatly to 


wall of corridor. 


High school has more formal atmosphere, but also 


is well daylighted. High window on circulation side i. 


heat-absorbing, glare-killing 


materials were stressed in t 


lass. Low-maintenance 


s design, 
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s = 
The genesis of attractive, economical schools is intelligent site planning 


MAJOR REFERENCES FOR SITE SELECTION: 


Land-use plan showing existing schools of 
all types and generalized location 

of proposed school expansion or new schools, 
with attendance districts keyed in. 


Population density and distribution map. 
Residential neighborhood map with 
parks, playgrounds, streets. 

Major thoroughfare traffic pattern. 
Zoning map and ordinance. 


Neighborhood redevelopment, rehabilitation 
and conservation plans. 


EARMARKS OF A GOOD SCHOOL SITE: 
Residential neighborhood. 


Quiet adjacent and access streets. No school 
should ever be on a major highway. 


Absence of industry and its by-products: 
trucking, noise, fumes, unpleasant views, 
rush-hour traffic, railroads, airports. 


Proximity to parks and other permanent 

open areas for light, air, quiet views. 
Examples: church grounds, cemeteries, lakes, 
rivers and hospital grounds. 


Sufficient land area for a complete 
school plant. 


Planning and zoning protection of the 
amenities of surroundings. 


Relation of site location to present and 
future child population densities. 

Some excellent grade school sites today may 
become appropriate high school locations 

in ten years. 


General attractiveness. There is a very real 
economy in beauty. A school which does not 


inspire affection and pride is doomed to careless 


or malicious treatment. 
“Mary Anne” back too.) 


(So beware of the 


Low cost of land acquisition, if possible. 


Low site-development costs: accessibility 
to utilities, favorable soil conditions 
and topography. 


Sound site selection and site planning to- 
gether may provide school economies as 
great as any other combination of factors 
affecting costs. But everyone concerned 
with school policy or planning should know 
that economy in site selection is not a mat- 
ter of acquiring the cheapest land available. 


By this time it should be clear that ob- 


solescence of site is a major factor in the 
increased rate of schoolhouse obsolescence. 


Town fathers have often banked on 


schools to prevent the downgrading of 
neighborhoods; unfortunately they have of- 
ten been wrong. Residential neighborhoods 
inadequately protected by planning and 
zoning or by enforcement of building and 
housing codes are deteriorating so fast that 
it is common to find sound old—or even 
brand-new—schools stranded in the tide of 
residential blight and the encroachment of 
business and industry. There is no economy 
in this for anybody. 


In New York, for instance, school sites 


have often been selected primarily to avoid 
the loss of tax ratings. Bad sites are fre- 
quently the result. The taxpayer takes a 
double lambasting. 


If the school board has good sense, the 


architect, as well as the local planning 
board, will be asked to help choose a site 
for a new school. A good real estate con- 
sultant should be asked to help too. The 
general or master plan of a locality should 
and usually does contain reference points 


on 


which the basic success of any school 


development program rests. 


Use the site’s resources 


Once a site has been selected, its resources 
must be exploited to the full. The site plan 
may make or break a school no matter how 
good the architecture of the structure. Ac- 
tually, of course, good architecture includes 
good site design. And good site design 
takes advantage of every resource: 


Shape and size of the site are the 
prime design resources. Ideally the site 
should be an educational superblock. 


Topography means one thing for the 
cramped urban school, a totally differ- 
ent thing for the school in a small town 
or suburb, In the city, hilly or rough 
sites generally complicate planning and 
can run into a lot of expensive cut and 
fill, slope stabilization and retaining 


3. 


4. 


by Carl Feiss 


walls. But where there is enough land 
to play with, slope can be a definite 
advantage; contour planning can result 
in a charming and flexible design. 


Orientation for sun and wind remains 
important even though the techniques 
of light, ventilation and temperature 
control have advanced to the point 
where the architect can accomplish 
physically nearly anything he wants. 


Planting is inseparable from architec- 
ture, particularly in the one-story 
school, The professional landscape 
architect’s services to the modern open 
school plan are as essential as the ser- 
vices of the structural or heating en- 
gineer. Trees cut both direct light and 
sky glare and reduce the cost of forced 
air and air-conditioning equipment. 
School yards need the sound control 
that shrubbery provides. Erosion con- 
trol of slopes is important. Children 
love to slide; either provide a slide on 
the slope or plant it with thorny shrubs 
or vines. Preserve existing trees and 


shrubs. 


Soil and space together form the 
foundations of the broadened architec- 
ture of the open school. And here again 
the landscape architect is indispensable. 
Space between and around buildings— 
the courtyard and the distant view—is 
not just empty air. It is a solid to be 
designed by the expert technician in 
out-of-doors architecture. 


Streets are one of the vital man-made 
resources to consider, particularly for 
high schools. Children come on foot, 
roller skates, bicycles: in jalopies, street 
cars and buses. All of them use public 
rights of way which are frequently sub- 
standard in design. Safety and conveni- 
ence both demand careful planning of 
access paths and roads isto the site, 
drives, parking lots and loading plat- 
forms. 


Adjacent resources belonging to the 
community affect the site plan, just as 
community use of the school and 
grounds affects the school proper. In 
densely populated areas, lack of a joint 
recreation program between park de- 
partment and schools is a sign cf ineffi- 
cient management on both sides and a 
deterrent to neighborhood development. 
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for instance ... 


Darien 


Hillsdale 


... Slopes 


-.. trees 


Roger Sturtevant 


Oak Manor 


... wind 


>... 


Ly | 


Port Arthur 


Groton 


The good site plan uses natural resources; 


The activities unit of Darien elementary school (Ketchum, 


Gina & S 


arp, architects) sits on a ridge while the play 
porch and most classrooms are dropped anywhere from 1¥/o" 
to 8' down the slope. Tiis variation enhances the “little 
schoolhouse” scale and without sacrificing economy gives the 
level areas to play and parking. Another good point: suffi- 
cient land; when this site was acquired for the junior high, 
the elementary school was not yet planned but an eventual 


need to expand the junior high was foreseen. Eventually 


this new elementary school will be a junior high annex; 
meanwhile the site is a godsend to the elementary system. 
The plan nicely separates students of the two schools, The 
strip of land between the lots the school could not acquire 
gives elementary school children their own pathway from the 


rear of their site (see also p. 128). 


The site of Hillsdale high school (John Lyon Reid, archi- 
tect) slopes down its long axis and the buildings step down 
with it. Note (sketch) how the slope was used to provide 
bleachers in the court above the pool; in the same way, the 
boys’ playfield and football field are separated by bleacher 
stairs. Other good points: placing the lowest-ceilinged unit 
(academic block) on the highest ground, the tallest ele- 
ments (auditorium and gym) on lower land and the medium- 
high elements (cafeteria, little theater, shops) in between, 
gives only gentle steps in roof line and helps integrate this 
big plant visually (without, on the other hand, pushing it 
into monotony). Community-use portions of the buildings 


are nicely planned for public access (see also p. 141) 


The buildings of Oak Manor elementary school (John Lyon 
Reid, architect) were carefully placed to leave ample play 
space around a clump of low-branching live oaks because 
the architect realized these were wonderful climbing trees, 
better than any artificial jungle gym. And the photograph 
of a classroom south window shows how pleasantly and eco- 
nomically a tree-covered slope helps control glare (see 
also p. 138). 


Ventilation test models of Port Arthur's elementary school 
(Caudill, Rowlett, Scott & Associates, architects) showed 
how important a slight turn in the building can be. With 
the breeze at right angles to the building, as in diagram 
at left, room 8 got a very bad deal. Even the “pressure 
wall” at right angles to the room did not force in sufficient 
air, But turning the building 30° gave every classroom a 
good, stiff air stream. The next step was to tinker with 
windows to improve breeze distribution inside the rooms, 
which simultaneously cut down interior velocity. For results 


of the 30° turn plus refinements, see p. 146. 


dt Groton high school (Warren Ashley, architect) only the 
most rudimentary path system (doubling as a seldom used 
service drive) will at first connect the scattered buildings 
of this campus plan. The students are being depended upon 
to create short cuts; then these empirically determined paths 
will be paved. Other good points: location of the main 
building limits vehicular penetration of the campus to the 
less desirable eastern slope. Classroom units, on the brow 
of the hill, parallel to contours, get a handsome panoramic 
view of Long Island Sound. Slope between classrooms and 


playfields is used for an outdoor theater (see also p. 134). 
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General 
construction 


SCHOOL CONSTRUCTION COSTS 
(Based on New York City 1952 averages) 


Structural economy —wihere can most savings be achieved? 


Economical school structures in steel, timber and concrete are shown on the succeeding 
pages. However, no structural system can by itself produce low-cost school construc- 
tion. Framing costs form only part of total costs (ranging from 8% for nonfireproofed 


Heating and ventilating 


Electrical work 


Plumbing and drainage 


Site, bonds, insurance, fees and profit 


steel to 15-18% for fire-resistant concrete), thus a 10% economy in framing might 
result in only a 1% saving in total costs. 

Prime essential for low-cost school construction is to determine exactly where 
each building dollar is being spent and where the effort to reduce costs might most 
usefully be directed. This calls for rigorous cost analysis, such as the process outlined 
below. It was used by Architect Lawrence Monberg to achieve 28% savings without 


sacrificing space or quality. 
s y 


In 1951 Wisconsin Architect Lawrence 
Monberg ran full tilt into the perennial 
obstacle that makes school design so much 
more difficult than the design of ware- 
houses or office buildings. His initial 
plans for a 450-pupil, 43,000 sq. ft. Cen- 
tral high school at Kenosha, Wis. were 
bid at $560,000, or $120,000 over the 
budget ($442,000, excluding $50,000 for 
equipment) set by the school district’s bond 
limit. He now had to find a way to cut 
costs by 21%. Any economy meant either 
sacrificing some of the 95 sq. ft. allocated 
per pupil (possible by more efficient plan- 
ning) or finding a way to reduce drastically 
the unit construction cost of $13 per sq. ft. 

Architect Monberg chose not to squeeze 
the pupils into a smaller school plant. 
Instead he sought through rigorous cost 
control to cut a few cents per square foot 
from each element of the construction. He 
used a twofold process. First, cost analysis 
of each element: walls, floors, framing, plas- 
tering, etc. These he expressed function- 
ally in terms of cost per square foot of 
school area, and carefully examined them 
to see which parts of the construction ap- 
peared unduly expensive or showed prom- 
ise of economy. Second, cost planning to 
combine the various elements in such a 
way that the total construction cost falls 
within the Monberg’s 


target—in case 


within $442,000, or to $10.30 per sq. ft. 

This cost study proved more than satis- 
factory. Final cost of the Central high 
school was cut 28% to a bid price of 
$419,349, or $9.50 per sq. ft., while the 
new area was actually increased to 44,200 
sq. ft. (98 sq. ft. per pupil) without sacri- 
ficing any quality in construction. Typical 
of the many economies achieved are these 
two cases: 


> Light-gauge, welded, acoustic steel deck, 
a double-duty factory-built material, saved 
59¢ per sq. ft. ($26,000 in all). It was 
erected in only ten working days, replaced 
separate roof deck and framing and elim- 
inated acoustic ceilings and plastering. 


>Dry-built storage walls between class- 
rooms saved an estimated 22¢ ver sq. ft. 
($10,000). The back-to-back lockers with 
sound insulation between them cost no 
more than plastered block walls, eliminat- 
ing plastering and separate locker con- 
struction (photo p. 178). 


Although such rigorous cost control is 
not new, it takes on new importance when 
studied in relation to the whole building 
process. There is no quick panacea to 
lower building costs without sacrificing 
quality. The savings that can be made are 
generally small but added together they 


become substantial enough to justify the 
considerable work involved. 

In effect, this is the first step toward 
industrialization of the building process. 
Having established which elements of the 
construction appear expensive, it is com- 
paratively easy to examine the construc- 
tion sequence and determine whether the 
high cost is due to materials or labor. The 
next step is to see whether some other ma- 
terial might be more suitable or whether 
time-consuming processes can be avoided 
by more prefabrication. In his latest Wis- 
consin schools, Architect Monberg aims to 
eliminate “come-back” time, whereby sub- 
contractors are delayed by other trades 
and forced to return to the job again and 
again. 

Cost control is a necessary prelude to 
prefabrication and modular control, which, 
for successful application to school con- 
construction without dull standardization, 
should be considered with three principles 
in mind: 1) the module must be flexible, 
permitting wide variations both horizon- 
tally and vertically—Monberg now uses a 4’ 
grid; 2) it should reduce site labor, rely- 
ing on prefabricated standard components; 
and 3) it should produce permanent high- 
quality construction, which is possible 
when the components are designed with 
proper specifications and skill. 
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Framing with steel 


Until the fall of 1952, steel was not gen- 
erally available for school construction. 
Since then steel fabricators have produced 
welded rigid frames and easily erected 
light joists for very low cost framing. The 
interlocking joist system shown below, for 
example, cost $1.50 per sq. ft. in place for 
both steel frame and an 18-g. welded deck 
(materials cost $1.20 per sq. ft., labor 
another 30¢). However, where Class A 
fire-resistant construction is demanded (as 
it is in 60% of the nation’s schools) the 
steel has to be separately fireproofed, 
which slows up construction and absorbs 
most of the savings. 

The high strength of steel makes it par- 
ticularly useful for long spans or heavy 
loadings, but the need for frequent painting 
is a factor to be carefully evaluated. In 
some cases the more expensive aluminum 
frames favored in England might prove 
economical here since they are light, quickly 
erected and need no painting. 


Sprayed viny! 
plastic sheeting 


1% rigid insulation 


4° steel 
roof deck 


4-ply 15% asphalt 
felt cut off 


Welded rigid frames in Newton, N. J. school by Architects J. C. van Nuys & Associates carry 
steel deck on lower flanges. Speedy erection of a covered frame having a flush ceiling for direct 
application of acoustic tile helped cut bid price to $13.90 per sq. ft. Exposed steel is mothballed 
with sprayed plastic to simplify flashing (above). Model (right) shows how simple framing actively 


defines sheltered outdoor corridors in classroom wings on steep site. 


David Reider 


a eae 


Erector-set space-frame is the latest develop- 


ment of the industrialized school (AF, Nov. 


51). This steel classroom frame at the Uni- 
versity of Michigan is loaded with 60 psf of 
water (contained in plywood bulkheads). 


Strain gauges showed that the three-dimen- 


sional bolted truss, made of light uniform 


members, has tremendous strength. Weight 
of finished roof: 16 psf. 


Modular interlocking joists permitted entire frame of 
West Lanham Hills, Wash. school (Architect Ronald S. 
Senseman) to be erected and roofed with a welded 
deck within a week without expensive hoisting equip- 
ment. Joists are raised by pulleys mounted atop col 


umns. Construction cost: $12.25 per sq. ft. 
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Framing with timber 


Laminated timber is becoming more and 


more economical, even in the eastern in- 


dustrial area where timber construction 
costs average 14% more than in California 
(in the southern states it runs 6% less). 
Main advantage for timber is that rapid, 
dry construction is made possible. Most 
of the work can be done by the general 
contractor with consequently more efficient 
organization and elimination of many sub- 
contractors’ profits. While timber often 


means comparatively high insurance rates 
(up to 80¢ per hundred on the West 
Coast). in the 111,000 sq. ft. Seattle school, 
right, Architect Johnson was able to cut 


Exposed laminated beams on 7’ centers span 
26’ in this Dearborn, Mich. school by Archi- 


> oE T á , : . 9” on 
insurance rates 25% by putting in two tects Jahr & Anderson. Double 2” x 12 


concrete fire doors. Obsolete rulings still joists frame corridors to north of classrooms. 


prevailing in some states (including New i == zt Construction cost: $14.94 per sq. ft. 

York) that a wood-framed school cannot 

be bonded for more than 15 years while Photoes Rogir PERONIN 
Class A construction can be bonded for up Timber Structures, Inc.; Forde Photographers 
to 30 years often make timber construc- 
tion too expensive taxwise. 

Modular control holds the key to efficient 4 Ae i i 
timber design. At Johnson’s Seattle school IY yy K ox. X à roe 
it is estimated to have cut costs 15%, F? f A : ARS SRR, 
while framing costs ran only 8% of total N \ aes 


construction costs. 


Modular design speeds construction of Seattle, Wash. school by Architect Wm. A. 
Johnson and Engineer H, A. Botesch. Laminated timbers on 8’ centers (based on 4 
module) were fully prefabricated, including bolt holes, holding costs to $10.87 per sq. ft. 
Classroom section (below) shows two continuous laminated beams spanning 32' class- 


rooms and 16' corridor. 


Y-shaped laminated bents, connected at ridge in each 
classroom, saved 13% framing costs at Fairfax, Calif. 


Inverted truss in Compton, 
school by Architect John Lyon Reid (see p. 138). Erected p 


Calif. school by Architect H. L. 


cost of each bent was $500 compared with estimated $575 
Gogerty is achieved with low- 


for two-hinged arches. Construction cost: $13.80 per sq. ft. : r " 
pitched laminated beams. Vented 


attic space is available for utility 
ducts and piping while sloping 
ceiling gives excellent lighting 
and acoustics. Construction cost: 


$14.62 per sq. ft. 
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E. J. Cyr 


Clusters of concrete bents were pre- 
cast together at Palmetto high school, 
N.C. by Architects Lyles, Bissett, Car- 
lisle & Wolf. In all, 200 jraming bents 
were precast for an average $176 each, 
producing low construction cost of 


$7.50 per sq. ft. 


Framing with concrete 


Where durability and fire-resistant con- 
struction count, concrete is still supreme. 
To reduce the high labor costs of concrete 
construction engineers are trying to cut 
formwork costs by greater use of precast- 
ing techniques, including tilt-up and lift- 
slab construction. They are also trying to 
cut finishing costs after the member is cast, 
by paying more attention to the design of 
durable forms that leave a satisfactory 
texture in the cured concrete. At the Cen- 
tral elementary school in Seattle, for in- 
stance, Architect John Graham precasts 


the exterior walls of each classroom on the 


floor slab as a unit, complete with window 
sill, overhang and a framed saw-tooth roof 
line which support the clerestory north 
lights in each classroom, then tilts each 
panel into position. Construction cost of 


this school: $13.25 per sq. ft. 


Associated Photographer 


Wafe lift-slabs in Peoria, Ill. school by Archi- 
tects Hewitt & Bastian provide wide, flexible 
spans for $2 per sq. ft. erected (AF, Sept. '53). 
Lightweight blocks in each slab were left ex- 
posed, giving 50% noise absorption. Construction 


cost of the two-story school: $11.48 per sq. ft. 


Slabs poured on plowed clay by Architects 
Caudill, Rowlett & Scott. Pier footings are poured 
first, then slab is poured on clay fill covered with 


building paper. Clay settles, exerts no pressure. 


Concrete sprayed over balloon might produce 
economical classrooms for “cluster-type” schools. 
Designer Eliot Noyes estimates these 32' square 


classrooms, with reinforced concrete shells com- 


Integrated floor slab at Naugatuck school by 
Architect Warren H. Ashley is cast around heat- 
ing returns and lighting troffers (photo p. 181), 


showing how services are disappearing into the 


structure to cut separate installation costs, 


HEAT DUCT! 
b—3.-7” 


S| INTEGRATED LIGHTING 
zt 3-013 —+ 3-7" | 
prising a layer of insulation between two layers 
of concrete and complete with foundations and 
radiant-heated floors, could be built for $6,000 
each ($6 per sq. ft.). 
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Partitions or storage walls. This 3” light-gauge steel partition (above) at a school in Peoria, Il. 


Glazed-faced blocks produce a finished 


wall in a single operation. Cost of 4” 


single-faced wall: $1.10 per sq. ft. 


Mare Veuhof 


(Architect Carter E. Hewitt) has an insulating value of 30 db, its cost: $2 per sq. ft. Another ap- 


proach (below) is to erect storage walls, as Architect Lawrence Monberg did in Kenosha, Wis. (see 


p. 174). Storage walls cost little more than partitions, and separate cabinets are eliminated. 


Interior walls 


A great part of the building dollar is spent 
on interior walls and finishes, Thus more 
attention is being given to prefinished ma- 
terials that eliminate plastering (saving 
25¢ per sq. ft. for three coats) and paint- 
ing (saving 2¢ to 3¢ per sq. ft. per coat). 

Light-gauge steel and aluminum panels, 
some of them painted or enameled and in- 
sulated with a wide variety of materials, 
are on the increase but the cost is yet com- 
paratively high at $2 plus per sq. ft. 
(compared with $1.20 per sq. ft. for 4” 
block plastered both sides). Also, about 
the best sound insulation given by the pre- 
fabricated panels is around 30 db, through 
which ordinary speech can be heard; par- 
titions with the 40-db insulation of the 4” 
plastered block wall are usually preferred 
between classrooms. 


Hard-faced wood panels cost the same 
as fir plywood but do not splinter or 
warp. They are composed of small wood 
segments bonded together. Architect, 
George Dibbell. 


US Plywood Corp. 


channel 
stringer 


Nonskid stair treads, used for several years in Pittsburgh schools, have proved simple to 


erect and low on maintenance costs. Tiles are carried on steel angles laid across stair well. 
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Low-cost school heating 


Can it be attained by lowering minimum ventilation requirements 


and raising the velocity of warm air to blast proportions? 


—by Henry Wright 


Today’s school heating and ventilating system is up against four tough criteria: 


1. It must bring in cool air in sufficient quantity to handle the classroom’s 


surprisingly big cooling load. 


2. It must heat a room quickly enough to meet the classroom’s rapidly chang- 


ing heating requirements. 


3. It must provide for natural ventilation to prevent overheating in warm 


weather. 


4. It must be prepared to handle the cold surface and draft problems created 


by today’s big classroom windows. 


Against these criteria, Henry Wright, in the following article, measures the 


success of various heating systems. 


It is now widely recognized that the school 
“heating” problem is largely a problem in 
controlled cooling. 

Like other buildings, schools require 
heating, and plenty of it, to bring them 
up to a comfortable temperature in the 
mornings and to hold them there through- 
out very cold days when solar gain is at a 
minimum. But this is less than half the 
problem. In fact, the latest research shows 
that school classrooms may require cooling 
(by admission of outdoor air) 80 to 90% 
of the time they are in use (AF, May °52, 
p- 118). 

Unfortunately, cooling a classroom sat- 
isfactorily is much harder than heating it. 
Air that is cooler than room air, especially 
if it is in motion, creates a real “draft”— 
even if it is not much cooler than room air 
and is not moving very rapidly. Yet large 
quantities of cool air must be introduced 
into the average classroom much of the 
time if its temperature is not to rise to 
a point that slows up the learning process 
by inducing drowsiness and inattention. 

Schoolrooms are a good deal like thea- 
ters and auditoriums: once they have been 
brought up to temperature, body heat from 
the occupants goes a long way toward sat- 
isfying their heating requirements, supply- 
ing (from the average class of 30 pupils) 
about 6,000 Btu’s an hour whether it is 
needed or not. Schoolrooms are also a 
little like offices, since their lighting systems 
chip in another 6,000 or so heat units every 
hour they are on. And classrooms—especi- 
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ally the kind of classrooms being built 
these days—are a great deal like solar 
houses. A south-facing classroom with 250 
sq. ft. of window area may receive as much 
as 50,000 Btu’s per hour from direct sun- 
shine on a clear winter day, and from 
5,000 to 7,500 Btu’s from diffuse solar 
radiation even when the sky is overcast. 
In contrast, 1,000 cfm of air entering 
the room at 60° (with the room tempera- 
ture at 74°) has a cooling effect of about 
6,700 Btu’s per hour, and the same quanti- 
ty of air at 55° provides a little over 9,000 
Btu’s per hour in cooling. Thus a class- 
room may often require more cooling than 
the usual system of mechanical ventilation 
is able to provide, and a good deal more 
cooling in mild spring or fall weather than 
can be obtained by opening the windows. 


Winter “air conditioning” 


When confronted with such a problem 
in summer cooling, air-conditioning engi- 
neers introduce cool—but not too cold— 
air into the upper part of the room in such 
a way that it will mix with room air be- 
fore reaching the occupied zone, and thus 
reduce its temperature without causing per- 
ceptible drafts. Cooling a schoolroom with 
outdoor air in winter is no different. To 
do the job properly it is necessary, first, to 
mix the incoming outdoor air with indoor 
air until it is within 10° or 15° of the 
prevailing temperature; and second, to 
blow it into the upper part of the room 
where it can continue to mix with warmer 


Hedrich-Blessing 


Heating and ventilation is integrated with archi- 
tecture in Columbia, Wis. classroom by Archi- 
Weiler & Strange. 
minimizes periodic solar gain. 
fixed. 


mixture 


tects Generous sunshade 
Glass is largely 
Unit ventilator beneath window supplies 
of outdoor and recirculated air, con- 
trolled to heat or cool room as necessary. Loca- 
tion of continuous ventilator return behind flank- 
ing cabinets traps any downdraft from windows 


before it can enter room. 


air, losing its kinetic energy and gaining 
heat before reaching the occupants. 

In mild weather this cooling job can be 
done by just opening the windows, but 
whenever outdoor temperatures fall below 
about 55° such “open window” ventilation 
is bound to create drafts. Conversely, when 
the outdoor temperature goes above about 
60°, most systems of mechanical ventila- 
tion are incapable of supplying enough air 
to do the cooling job; in that case best re- 
sults are obtained with “natural” cross- 
ventilation. But when the outdoor tempera- 
ture is low, mechanical ventilation is es- 
sential not only to avoid drafts, but also to 
ensure that the proper amount of air will 
be admitted to maintain favorable class- 
room temperatures constantly 
changing heat gain from the pupils, the 
lighting system and the sun. 


despite 
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ceiling _ 
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required | 
ventilation 


Worst heat-loss condition is usually tak- 
en as criterion for design. For a zero “de- 
sign temperature,” losses for typical class- 


room are divided as shown above. 
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Actual daytime condition is usually con- 
siderably warmer than “design tempera- 
ture” Result, in mild winter weather, is 
cooling rather than heating problem, due 


to heat gain within classroom. 


sunlight 
40° 
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In cold weather solar heat gain, when 
added to other sources of heat, still over- 
balances heat loss, necessitating cooling. 
Most classrooms require such cooling with 


outdoor air most of time they are in use. 


Odor control 


In addition to temperature control, class- 
room ventilation has another and more ob- 
vious job: the control of classroom odors 
and humidity. Most state codes require the 
constant admission of from 10 to 20 cfm 
of outdoor air per pupil whenever classes 
are in session. Such codes are stepchildren 
of the thoroughly outdated and erroneous 
notion that the air in crowded rooms be- 
comes toxic unless “fresh” air is admitted. 
In the late twenties, when the scientific 
knowledge that this was not true finally 
percolated to the level of state authorities, 
codes were revised to require the admission 
of some fraction of the 30 cfm per pupil 
of outdoor air formerly called for—usually 
one-third or one-half of the former figure. 
At the same time, the code writers usually 
retained the figure 30 cfm per pupil as the 
amount of air to be circulated within the 
room, for no very good reason except that 
it had obtained in the past. 


Is the “fixed minimum” obsolete? 


Actually, the concept of a “fixed mini- 
mum” outdoor air requirement has very 
little basis in fact, since an east classroom, 
for example, which has been receiving 
large quantities of outdoor air for cooling 
purposes during the morning, is unlikely 
to become odoriforous or excessively humid 
in the course of a single afternoon if the 
outdoor air supply is cut off entirely. On 
the other hand, there is no doubt that class- 
rooms without positive ventilation do be- 
come stuffy whenever their heating equip- 
ment is unable to keep up with a continuing 
drop in outdoor temperature and the win- 
dows are kept tightly closed for a day or 
two at a time. 

Ideally, the “perfect” ventilating system 
would admit sufficient outdoor air to meet 
cooling requirements, mixing this air with 
a sufficient amount of room air to bring it 
within 10° or 15° of the room temperature. 
and then admit “tempered” outdoor air to 
prevent the build-up of humidity and odors 
during periods when cooling was not need- 
ed. Control of this “tempered” air might 
be based upon relative humidity. 

To attain such ideal conditions either 
more air would have to be circulated than 
the standard 30 cfm per pupil usually re- 
quired, or the classroom would need to be 
protected more carefully from solar gain. 
Moreover, during heating periods, consid- 
erably less fresh air would be admitted 
than most codes now call for, with conse- 
quent fuel savings. In cold climates, where 
the required 10, 15 and even 1714 cfm per 
pupil frequently drives the indoor humidity 
to abnormally low levels, a relaxation of 
code requirements would both improve 


pupil health and save fuel. Equipment 
would last longer, too, since in such cli- 
mates wooden tables and desks have a dis- 
tressing habit of splitting with excessive 


drying of the wood. 


Calculate the heat gain 


Since codes cannot be changed overnight, 
the “fixed minimum” ventilation require- 
ment will probably remain with us for 
some time in areas where it is in force. 
However, we can ensure sufficient “maxi- 
mum” yentilation to do the kind of cooling 
job our present school designs call for. 
First, school designers should make a habit 
of calculating heat gain as well as heat loss, 
using the excellent data developed for air- 
conditioning work. With the probable 
maximum heat gain, a known quantity of 
ventilation could then be provided to main- 
tain optimum classroom temperatures at all 
times without releasing into the room air 
colder than 60° or, at the very least, 55°. 
For a classroom with an anticipated maxi- 
mum gain of 15,000 Btu’s per hour, this 
would mean providing a means for admit- 
ting at least 1,600 cfm of 55° air in place 
of the usual 1,000 cfm per classroom. 

Such a means of mechanical ventilation 
should be capable of doing three things, re- 
gardless of the type employed: 

1. Mix outdoor and indoor air to control 
the minimum temperature at which the 
ventilating air—either for cooling or odor 
control—enters the classroom. 

2. Regulate the temperature of the mix- 
ture on a room-by-room or zone basis to 
suit the momentary cooling (or heating) 
requirements of each classroom or bank of 
classrooms—preferably the former. 

3. Distribute the ventilating air without 
creating drafts. 


“Blast heating” 


Provision of really adequate air circula- 
tion pays an economy dividend by making 
heating an extremely simple matter. In the 
morning schoolrooms often need a great 
deal of heat in short order. This is easiest 
to provide by adding a heating element 
(needed anyway to warm the incoming 
ventilating air in cold weather) to the 
forced system of air circulation. Architect 
Alonzo Harriman’s schools in northern 
Maine have been relying solely on such 
“blast heating” ever since 1938. Such sys- 
tems have been found very satisfactory in 
performance and economical to install and 
operate. Again, the virtual elimination of 
thermal “lag” in a blast-heating system 
makes possible precise temperature control, 

Thus, the true performance criteria of 
school heating and ventilation systems, in 
all but the mildest or cloudiest climates, are 
these: 
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l. Can the system introduce sufficient 
cooling air into each classroom, at a pre- 
determined minimum temperature, to do the 
required cooling job? This depends more 
on the quantity of air circulated than on 
the pattern of circulation used. 

2. Can the system add heat to the room 
quickly enough to meet the changing needs 
of a light structure having widely varying 
solar heat gain and large heat losses 
through big window areas? This depends 
first on the heat capacity of the heating 
element and then upon forced air circula- 
tion. 

3. Is good “natural” ventilation available 
to prevent overheating of classrooms in 
warm weather? It can be achieved by 
large-capacity exhaust ventilators or clere- 
story windows opposite the main window 
wall, as demonstrated in the excellent 
studies on warm-weather natural ventila- 
tion by William W. Caudill and his asso- 
ciates at the Texas Engineering Experiment 
Station (AF, Jan. ’52, p. 150). 


The “cold glass problem” 


These criteria leave unanswered one big 
question that is also a determining factor in 
classroom comfort: the question of the 
cold-weather effects of big glass areas, in- 
cluding skylights and clerestories. In win- 
ter, even when the classroom requires cool- 
ing and even when huge quantities of solar 
energy are coming in through the glass, 
the big glass areas are often a source of 
“cold.” Thus, if cooling air is blown to- 
ward a big window in winter, the air be- 
comes colder and the draft problem is ag- 
gravated, 

Many engineers attempt to counteract 
the cooling effect of big glass areas by 
installing continuous convectors or long 
air-delivery slots beneath the windows. In 
schools, however, where the classrooms 
often require cooling rather than heating, 
a better approach is to locate the ventilating 
returns in this position, so as to draw off 
the air which has contacted the window 
and keep it out of the classroom until it 
has been mixed with warmer room air. In 
addition to being technically correct, this 
is obviously the most economical solution. 

Thus, the fourth criterion of classroom 
ventilating systems is that all such systems 
should be evaluated in terms of the pattern 
of air distribution produced in relation to 
the disposition of the glass. Creating a 
draft-free pattern of air distribution, especi- 
ally during periods of cooling, calls first 
for the introduction of cooling air into the 
upper, unoccupied portion of the room 
either by a central duct system or by unit 
ventilators and, second, for the withdrawal 
of air from beneath the windows, so as to 
intercept and control window downdrafts. 
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“Central fan” systems by Arch- 
itect Warren H. Ashley and En- 
gineers Marchant & Minges il- 
lustrate one way to satisfy the 


cooling requirements of the mod- 
ern classroom, Above, each class- 
room is fed with tempered air 
from fan room. Return ducts 


serve banks of rooms, drawing 


air from beneath windows to trap 


downdrajts. Photo shows second- 


floor return ducts being laid 
prior to pouring of floor slab 
around them (see also p. 177). 
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Similar central fan system by 


the same designers contains two 
trunk ducts (above), one carry- 
ing cold and the other hot air, 
supplying each classroom with 
the mixture required for com- 


fortable learning conditions. 


worm oir 


Typical unit ventilator contains a con- 


tinuous duct from which air is blown 


upward in front of the glass. Another 


type has continuous finned-tube con- 


vectors located beneath windows to pro- 


vide an insulating blanket of warm air 


to overcome draft from a cold window. 
A third solution is to draw off air fall- 


ing from the glass and to mix it with 


room air before readmitting it to the 


ventilating system. 
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Typical heat pump in these schools is simply a 


standard 7% hp refrigerating compressor unit 


Here is the first report on the pioneer- 
ing use of the heat pump in schools. 
Highly successful in office buildings 
and fast gaining popularity in houses. 
the heat pump cracked the school 
market last September when pilot sys- 
tems went into six Florida schools. 
These heat-pump installations were 
made in the Pinellas County school 
system’s new elementary schools in and 
around St. Petersburg for three good 


reasons: 


1. Lower first cost. Total cost for these 
heating systems averaged 2 to 5% less than 
bids for 


(Moreover, heat-pump operating costs are 


alternate conventional heating. 
running virtually neck and neck with the 
bills for oil heat in similar schools.) 
these heat 


2. No fire hazard. 


pumps are powered s¢ 


y by electricity 
there is no flame, no fuel to store and no 


need to get rid of gases. 


3. By-product air conditioning. The 
same heat pumps can be switched over in 
hot weather (the local temperature tops 
90° spring through fall) to air-condition 


eteria and auditorium- 


such spaces 
an added benefit that tipped the scale in 
favor of heat pumps. (In the deep South 
bigger units are needed for air condition- 


ing than are needed for heating only.) 


Heating design. St. Petersburg’s 74th 
St. elementary school is a good example 
of how these heat pumps work. This 360. 
pupil, $225,000 school has three parallel 


wings finger-planned to a common corridor, 


Heat pumps beat furmace costs 


in six new schools, offer added benefits of electric power 


and by-product air conditioning 


each wing containing four clagsrooms. An 
administration building and a combined 


cafeteria-auditorium flank the three wings 


as shown on the next page. 


Five 714-hp heat pumps are used, one 
administration 


each for classroom wi 


offices, and “cafetorium.” Individual units 
were selected because they were cheaper 
heat 


An important point is that these 


than one big pump for the whole 
school. 
are water-to-waler type heat pumps; ex- 
tensive coils are not buried in the ground: 


tance heaters 


nor are auxiliary electric resi 
needed. Here the main heat source is well 
water. 


Each 


conditioning compressor, actually cools 20 


unit, basically a standard air 
gal. per min. of 78° well water to 70°. In 
other words, 8° of heat is extracted from 
every gallon. The units also generate sub- 


stantial compression heat which when 
lumped together with well-water heat adds 
up to an output of 120,000 Btu’s an hour 


per unit. 


Radiant heat. Classrooms get their heat 


secondary 


by means of a water circuit, 


entirely separate from the primary well- 
water supply. Pipes run from the heat 


pumps directly to a network of radiant 


coils in the slab floor. Each unit supplies 


gpm of 113° water to a classroom wing; 


floors are maintained at 81° to 85°. 


Although many school architects shy 
away from radiant systems because they 
are prone to overheat, these schools count 


on three facts to lick this problem: 


1. Al 


east-west axis with big windows on the 


classroom wings are aligned on an 


north and overhangs on the south. Thus 


sun heat is minimized in the first place. 


(Windows, of course, can be opened prac- 
tically every day of the year for ventilation, 
an advantage peculiar to the South.) 


2. To make up for the storage of heat in 
the slab, outdoor thermostats anticipate the 
weather so the floor temperature is regu- 


lated as the outdoor temperature changes. 


3. Slab pipes are buried only 1” below the 
floor 


temperature responds quickly to its water 


and consequently the floor 


supply temperature; i. e., there is relatively 
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Classroom wings of this typical 
Pinellas grade school are heated 
by hot water pumped to radiant 
slab coils. 


building top right is air condi- 


Cafeteria-auditorium 


tioned by means of ductwork, 
Location of individual heat pumps 
is shown on plot plan (right). 


<< 


Ground water map of US shows 
where chances are good, fair and 
uncertain for obtaining adequate 


well water to operate heat pumps. 


little time lag due to the concrete mass. 
With conventional boiler systems the pipes 
must go at least 2” to 21⁄4” under the floor. 


Air-conditioning design. Unlike the 
classrooms, the “cafetorium,” which is 
often used for public affairs, is air-condi- 
tioned, and this dictated the use of duct- 
work instead of radiant pipes. The coil of 
the air-conditioning unit for this 2,380 sq. 
ft. space is fed either hot (120°) or cold 
(46°) water piped from the 71%-hp heat 
pump. Air blown through this coil is heated 
or cooled and then channeled through the 
ducts to the air-conditioned space. And 
during a hot spell the heat pump works 
like any other air-conditioner: well water 
is used to carry heat away from the build- 


ing. 
If the 


tioned, similar cooling coils can be added 
easily, Architect-Engineer Philip Kennard. 
designer of these Pinellas schools, estimates 


classrooms are later air-condi- 


that cooling could have been originally pro- 
vided using the same heat pumps with 
ducts instead of radiant heating for as 
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Clifford B. Hathorn 


little as $125 extra per classroom, (Class- 
rooms and offices were not mechanically 
cooled because officials feared that taxpay- 
ers might consider this amenity a luxury.) 


Initial costs. Excluding the wells, radi- 
ant heating by heat pumps averaged 91¢ 
a sq. ft. installed vs. $1.00 a sq. ft. bid for 
oil-fired boilers and fin-type convectors. 
Cost for the wells is balanced off against 
the savings on boiler room and chimney. 
(Where air conditioning is also provided, 
however, total cost is naturally higher than 
for heating alone.) Total heating costs 
for all six schools (66 heat pumps) aver- 
aged 2 to 5% less than the bids for con- 
ventional heating. 


Operating costs. Using 2¢ per kw-h 
electricity, the heat pump is competitive 
with oil at 14¢ a gal. according to the 
Florida Power Co. For 1952-53, heat-pump 
operating costs at the 18,702 sq. ft. 74th 
St. school was $385, or 2.05¢ a sqft. At 
the same time a similar school six blocks 
away was heated with 14¢ a gal. oil for 
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1.9¢ a sq. ft. With allowance for the fact 
that the electrical bill includes the cost for 
all testing when the heat pumps were first 
turned on, it is apparent that net operating 
costs are virtually equal. 


In these six schools the heat pump has 
proved so successful that bigger installa- 
tions are now under way in three Pinellas 
high schools, In these bigger schools, how- 
ever, it has proved cheaper to install a 
large centrifugal compressor for all class- 
rooms and individual units for other spaces 
than to use all individual units. 


Is the heat pump economically feasible 
for schools elsewhere in the country? For 
large slices of the US engineers say yes. 
First, well water is abundant in many 
areas as shown by the ground-water map 
(left). Secondly, many electrical utili- 
ties encourage use of the heat pumps; e.g., 
the American Gas & Electric Service Corp. 
system offers a complete engineering ser- 
vice at no charge. In the last analysis, 
however, economical use of the heat pump 
will depend on local power rates and how 
the pump can be adapted to a specific school. 
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TECHNIQUES—LIGHTING 


Five recent studies of eye problems among 
several thousand school children from New 
York to Colorado have established that, 
from kindergarten through high school, the 
need for eyeglasses increases from 5 to 
25%. This underlines the importance of 
good visibility in schools, While the Amer- 
ican Standards Assn. recommends a mini- 
mum. of 30 foot-candles at desk height, 
most schoolrooms are still lit by the old 
globes delivering under 10 foot-candles. 
To obtain 30 foot-candles during school 
hours every day by daylighting alone, is 
theoretically possible in one-story schools, 
though expensive in many areas. In spite of 
its greater initial cost, fluorescent lighting 
can be more economical than incandes- 
cent due to greater efficiency and cheaper 
wiring. After careful tests the New York 
City Board of Education employs 40 foot- 
candle fluorescent lighting in its new 
public schools for all rooms used over 6 
hours a day where the cost of electricity 
is over 3¢ per kw-h, even though the initial 
cost of fluorescent is over double that for 


and an array of new toplighting methods. 


Thirty foot-candles with economy 


through luminous walls and ceilings, fluorescent lighting, low-cost high-voltage wiring 


Chas. R. Pearson 


Glass-block wall, once merely a means of junctional efficiency in redirecting daylight 


to the rear of a classroom, has now become a design thoroughbred as well. This Seattle 


school by Architect Paul Thiry goes a step beyond most glass-block schools, uses 


inverted block below vision strip. Block panels are framed by steel pipe columns which 


carry timber roo}. Construction cost of school: $12.40 per sq. ft. 


incandescent (90¢ vs. 38¢ per sq. ft.). 
Other noteworthy developments: 


> Luminous plastic ceilings, installed at 
Glendaal and Glen Worden schools, Glen- 
ville, N.Y., by Architects Sargent, Webster, 
Crenshaw & Folley, provide a uniform 55 
foot-candles of light but cost only $1,300 
per classroom ($1.97 per sq. ft.). In sev- 
eral other schools the architects halved 
lighting costs with a luminous panel cov- 
ering only the inner half of the classroom, 
the outer half using daylight from windows. 


> Partial luminous ceilings at the West- 
ern elementary school, Naugatuck, Conn., 
by Architect Warren Ashley are even more 

Three 2214’ long lighting 
wide and 12” deep, are cast in 
the concrete slab above each classroom 
(perpendicular to the windows). Two 
fluorescent tubes are set along each troffer 


economical. 


troffers, 3’ 


with 3’ wide corrugated plastic diffusers 
flush with the ceiling below each troffer 
(see p. 177). This ingenious design pro- 


vides an average 38 foot-candles at desk 
height at an installation cost of $695 per 
classroom (78¢ per sq. ft.). 


> High-voltage wiring, the new 277/ 
480-v. 3-phase 4-wire system, only recently 
approved for schools by the National Elec- 
trical Code, effected installation savings of 
$20 per kva (approximately $1,500 in all) 
through reduced cost of distribution wiring 
in the 82,000 sq. ft. Twin Falls high school, 
Idaho, by Architects Paradice, Evans & 
Lash. 


> Daylight by toplights, using plastic 
bubbles at $10 per sq. ft., corrugated plas- 
tic at $1.50 per sq. ft., light-directing and 
diffusing insulating glass block at around 
$6 per sq. ft. or heat-absorbing, glare- 
reducing wire glass at $2.10 per sq. ft., 
is being boldly exploited. The best ex- 
amples strive to provide not only adequate, 
but also high-quality, stimulating lighting; 
the best of these are illustrated on the next 
two pages. (Further details on p. 212.) 
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Ralph Trumbull 


Bill Wright 


Main 


lighting 
Chalkboard Adjustable louvers 
Secondary ; spotlighting for sunlight control 


Cove lighting ! 


Integrated lighting design for Darien, 
Conn. school by Architects Ketchum 
Gina & Sharp exploits welcoming value 
of morning sunlight (view looking 
southeast). Design includes diffused 
overhead lights, covelighting and spot- 
lighting to give maximum variety and 


stimulation. (See also p, 128.) 


Brightness without glare results when 
this luminous ceiling of corrugated plas- 
tic merges with all-glass wall. Fluores- 
cent tubes are hung above plastic dif- 


fusing panels. (See text.) 


Corrugated plastic walls, used as fixed windows, eliminate glare 


and cut breakage in Liverpool, N.Y. schools. In this and another 
school, Architects Sargent, Webster, Crenshaw & Folley report sav- 


ings of $5,000 in installation costs over original glazing bids. 


Higher voltages cut wiring at Twin 
Falls (Idaho) high school; 3-phase, 


4-wire system gives power at 480 line 


volts (for 120w. plug-in. circuits) and Plastic roof bubbles admit extra daylight to classrooms and center cor- 
277 phase volts for fluorescent lighting ridor of elementary school in Ottawa, Kan., by Architect Joseph W. 
using 24-v, remote-control switching. Radotinsky. With sky brightness of 1,000 foot-lamberts, each bubble 


gives 40 foot-candles immediately beneath and 12 foot-candles 7’ to 
one side. Ci 


: $10 per sq. ft. including flashing (see also p. 212), 


em à 
à onm e o N 


Prefabricated panel skylights going up at new Middleville, Mich. 
school (Architect Louis C. Kingscott) are made with light-directing 
glass block set in aluminum frames, Block transmits north light and 
low winter sun but reflects high summer sun (AF, Mar. 53) ; erected 
2.) 


cost: $7 per sq. ft. Right, interior view of skylights. (See also p. 2 


Double-glazed plastic skylights cover inner third of classrooms and 
extend I' into center corridor at high school in Grand Marais, Minn. 
by Architect Myron M. Kehne. School was built with laminated tim- 


ber frame for 78¢ per cu. ft. 


North-light monitors give good lighting over desks at Architect John 
Graham's elementary school in Seattle, permitting economical short 
side of classrooms along exterior window wall, Chalkboard, however, 
appears dark and might benefit from the kind of spotlighting shown 


in Darien school (top, opp. p.). 


w 


Photos: Kimble Glass 
M. J. Humphrey; Rondal Partridge; Martin M: 


Glazed roof over two-thirds of elementary school annex at San Carlos, 


Calif., designed by Architect John Carl Warnecke, stimulates chil- 
dren by high brightness and wide use of primary colors, Heat-resis- 


tant wire glass is set in aluminum frames for $2.10 per sq. ft. erected. 
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Low cost of electric light 


All factors considered, it may cost more to use Mother Nature than to rely on the light bulb — 
a denial of the theory on which many of today’s classrooms are designed 


For years the trend in classroom design has 
been toward more and more daylight. This 
trend is now challenged by Architects Ken- 
neth C. Welch H. G. Daverman of 


Grand Rapids, who have analyzed the costs 


and 


of various kinds of classroom lighting and 
come up with the discovery that electrically 


lighted classrooms may be as much 
cheaper to build and no more ex 
operate 


and maintain than 


classrooms 


which use big windows, clerestories, sky- 
lights, etc., to minimize the need for arti- 


ficial light.* 


In brief, this conclusion is based on these 
three facts: 1) Even a daylighted classroom 
must have stand-by electric lighting. 2) 
The devices for admitting daylighting boost 
construction, maintenance and heating costs. 
3) The electrically lighted room may put 
one of its narrow ends (rather than one of 
its long sides) to the outside, thus reducing 


building periphery, corridor length and 


square foota The tables show the statis- 


tical reasoning and detailed conclusions of 


Welch and Daverman. Below is their dis- 


cussion of their findings. 


Lower construction costs. Our figures 
are based on a double-loaded six-classroom 


wing with heating costs prorated on a 


square-footage basis by estimating the addi- 
tional square footage required for a kinder- 
garten, administrative area, toilets and 
boiler room. 
Costs exclude 
schools the 


individual 


plumbing since some 


use self-contained classroom 


with toilets, while others use 


gang toilets. Costs also exclude built-in 


cabinets or lockers. Roof drains are in- 
cluded, together with conductors ending 
(More detailed 


specifications for the five-classroom types 


5 outside the building. 


are listed on p. 220.) 

Cost per square foot is less for the elec- 
tric light school even though there is 
less square footage over which to distribute 
the cost. The cost per square foot of class- 
room area gives a clearer picture of the pos- 
sible savings of electric lighting because 
of the more compact plan. This also shows 
up in the cost per classroom. These costs 
are below the standard $13 to $15 per sq. 
ft. usually used to budget school costs, be- 
cause the buildings being considered here 
are stripped and since plumbing is ex- 


* For a similar challenge by Magney, Tusler & 
Setter, who have designed a small-window school 
for the University of Minnesota, see p. 158. 
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—by Kenneth Welch & H. G. Daverman 


SCHOOL TYPES Type 1 Type 2 Type 3 Type 4 Type 5 
Area, 6-classroom wing,” sq. ft. 6,700 6,830 6,830 6,830 6,830 
Architectural trades $38,172 $45,680 $42,880 $44,300 $47,700 
Fluorescent fixtures 9,700 8,800 8,580 8,880 8,580 
2] Incandescent fixtures 8,000 7,800 8,040 7,800 7,800 
= se ankeaa = n eea ae = 
Q | Roof drains 744 2,180 744 2,180 744 
ï| Heating 7 12,849 12,579 12,849 12,560 
=] Blackout curtains 286 425 150 352 450 
z 
34 Total with fluorescent 60,959 69,934 68,561 70,034 
Total with incandescent 59,259 68,934 64,693 67,481 
Cost per sq. ft., total (with fluor.) 9.10 10.24 9.55 10.04 
Cost per sq. ft., classroom" (with fluor.) 11.34 13.00 5 
Cost per classroom (with fluor.) 10,160 11,656 10,872 11,672 
Lamp types Fluor. Inc. Fluor. Inc. Fluor. Inc. Fluor. Inc. Fluor. Inc. 
Night °! ag 18 gar ° ag ” w 
Lighting level, p < a Reen 
foot-candles x 34 35 33 35 
“n i 30 28 34 28 
ra —_ _ $ p h = = a 
n 
n 6 6 6 6 
Q| No. of fixtures 12 å 5 6 6 
Re n naan oee : 
v 5,800 4,000 5,000 4,000 4,000 
A ia quantity, kwh 15,580 10,200 14,700 10,200 10,200 
A = $174 120 150 120 120 
= lower cost 467 306 441 306 306 
z $735 60 66 
= Maintenance labor cost _ s 39 5} 39 . 39 6 39 
a = kaap —— 
$9.00 4.50 5.50 
= Lamp replacement cost 9.50 715 8.00 
= 
A $258.00 184.50 206.50 
= Total electric operating cost 533.50 352.15 "488.00 
w 
“j = = 
O| Heat loss, Btu 269,600 311,800 271,850 304,400 308,400 
Oil per year, gal. 7,800 9,044 7,894 8,830 8,946 
Oil cost $962 1,112 971 1,086 1,100 


Total heating, electrical costs $1,220 


cluded. (Unit costs listed are for fluores- 
cent lighting; there would be a slight 


decrease for incandescent lights.) 


Low operating costs. A saving in capi- 
tal costs for an electrically lighted school 
alone does not justify this design. What 
happens to maintenance and operating cost 


Wings consist of six classrooms of identical size (5,376 sq. ft. 


1,271 


is of equal importance. These costs (basec 


shown in the lower half of the tabulation 


With the exception of the glass-blocked 


school (type 3), the 
school has the lowest maintenance and op 


continued on p. 212 


in all types) and varying corridor areas. 


electrically lighted 


1,285 


on the assumptions listed on p. 216) are 
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TECHNIQUES 


School acoustiCS—cerefui planning with new double-duty materials 


gives more efficient noise control at less cost 


In the past it has been customary hrst to 
build the school and then, as funds permit, 
to smother noisy areas with sound absorp- 
tive tile. Nowadays this hit-or-miss method 
has given way to closer cooperation between 
the architect and his acoustics engineer 
from the very earliest stages of the design. 
Together they plan the layout, separate the 


noi 


y gymnasium and workshops from the 
quiet study areas, ensure maximum sound 
insulation between the two areas, and make 
full use of prefabricated roof decks and 
partitions that combine strength and dura- 
bility with sound insulation or sound ab- 
sorption and, where required, heat insula- 
tion too. They still use separate acoustic 
tile, but use it more intelligently on only 
part of wall and ceiling surfaces. (For 
the standard rectangular classroom, they 
recommend acoustic tile only above the 
chalkboard upon two adjacent walls and 


around the perimeter of the ceiling; the 


rest of the walls and ceiling are left as 


hard, reflective surfaces to aid sound dis- 
tribution.) Noteworthy instances of the 


new approach: 


> Architect James A. Mitchell cut his acous- 
tic materials cost 50% and achieved good 
acoustics in his Lincoln school at San 
Mateo, Calif. by balancing sound-absorptive 
with sound-reflective surfaces. Patches of 
acoustic tile cover only half of the sloping 
ceilings and upper walls (see picture) ; most 
of the tile on the walls is below the chalk- 
board level to bring the control down to 
voice level. 


> At the Fairview school, Elk City, Okla., 
Architects Caudill, Rowlett, Scott & Asso- 
ciates go even further. Their east- and west- 


yr 


oriented classrooms contain no sound ab- 
sorptive materials at all. Sound distribution 
is improved by exposed steel framing and 
wide, vertical window baflles inside the 
window wall (illustrated). Made of ce- 
ment asbestos, these panels also keep direct 
sunlight out of the classrooms. 


> Many schools are being built with acous- 
tic roof decks made of wood fiber and ce- 
ment, having a noise-reduction coefficient 
of 80% and a heat-insulation value of 
0.23 for a 2” deck. At his West Columbia 
elementary school in Texas, Architect 
Donald Barthelme uses such a deck laid 
upon exposed steel joists. Cost of the deck 
is 60¢ per sq. ft., excluding a lightweight 
concrete topping. At the Grandview school 


continued on p. 224 


Photos: (above) Condax Studios; (below) Ulric Meisel; 


Exposed acoustic roof deck was prime factor (bottom) Phil Palmer 


in saving 12% construction costs at St. 
Andrew's parochial school, Pa., by Architects 
Haag & d'Entremont, as compared with con- 
ventional construction. Three-inch boards span 


f between purlins; noise reduction is 70%. 


Light-gauge steel box framing is acoustically 
treated to give a 6" structural deck with 80% 


noise absorption at the Union free high school, 


Kenosha, Wis., by Architect Lawrence Monberg. 


Large reflecting surfaces of interior window 


baffles eliminate need for acoustic treatment 
at Fairview school, Elk City, Okla. Teachers 


report that acoustics throughout are excellent. 


Absorptive and reflective surfaces are bal- 
anced in this acoustically “live” classroom at 
Lincoln school, San Mateo, Calif. Advan- 


tages: better sound distribution with a 50% 


saving in acoustic tile. 


| 
IN A NAME a 


You see it happen every day. At sporting events, in entertainment 
circles, in any field whatever . . . some names are sheer magic. They’re 
the names of the leaders, the star performers . . . the names that draw 
the crowds like a powerful magnet. 


And that’s the way it is with products, too! 


Over the years, the name RO-WAY on overhead type doors has meant 
advanced design, skilled engineering, fine quality, top performance... 
solid value through and through. 


Today’s Ro-Way doors— commercial, industrial and residential— are 
the finest ever. With such outstanding features as Taper-Tite track and 
Seal-A-Matic hinges, ball bearing Double-Thick tread rollers, and 
Power-Metered springs individually matched to the weight of each 
door . . . smooth, easy up-and-down operation is assured. 


With Ro-Way sections rabbeted for weather-tight joints . . . muntins, 
rails and stiles precision-squared . . . mortise and tenon joints both 
4 glued and steel doweled . . . heavy gauge hardware both Parkerized 
Notionwide sales and installation service. = ae 


See your classified telephone directory and painted . . . long life is a certainty. 
for nearest Ro-Way distributor. 


These are the reasons why Ro-Way is America’s most wanted overhead 
type door. And that’s the magic in the RO-WAY name. 


ROWE MANUFACTURING COMPANY, 933 Holton Street, Galesburg, Ill. 


THERE’S A Koay FOR EVERY DOORWAY! 
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p> wHAT'S NEW IN 


26 STORY NEW YORK SKYSCRAPER 
WITH ALUMINUM PANELS and WINDOWS 


99 Park Avenue Building, New York, N. Y. 
Architect: Emery Roth & Sons 


General Contractor & Owner: 
Tishman Realty & Construction Co., Inc. 
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CONSTRUCTION METHODS? 


COMPLETELY ENCLOSED 


IN 6'/2 DAYS.......... 


New construction technique revolutionizes building erection 


At 10 A.M., Wednesday, August 5th, 1953, a new record was established 
that is of vital importance to everybody connected with the construction 
industry. At that precise time — only 614 days after work had begun on 
enclosing the new skyscraper office building at 99 Park Avenue — the last 
prefabricated aluminum panel was set in place and bolted fast, and the 
26 story skyscraper was enclosed. 


Just imagine — 98,363 sq. ft. of exterior building surface set in place in 
only 6144 working days. This not only establishes a new construction 
record, but it marks the beginning of a new era in building methods. 


GENERAL BRONZE CORPORATION, as designers, fabricators, and 
erectors of these giant two-story-high prefabricated aluminum panels, is 
one of the leading authorities and pioneers in the field of curtain wall 
construction. Their extensive experience and performance in this field 
includes the fabrication of windows, spandrels, spandrel frames, and 
exterior wall panels for such well-known structures as the U.N. Building, 
Lever House, 100 Park Avenue Bldg., the Alcoa Bldg., the Los Angeles 
Statler Hotel and others. 


Workmen operating from inside of 
building, putting aluminum panel 
into position ready for bolting to 
steel brackets on framework. 


eeececceseeesese 
Working closely with architects Emery Roth & Sons and owner-contractor, S 3 

Tishman Realty & Construction Co., Inc., General Bronze engineered and Extensive testing by General Bronze 
prefabricated the 4'8” x 21'3” aluminum panels, and erected the entire proves weathertightness of prefabri- 
facade in the record time of 614 days. This resulted in a considerable cated panels and windows before 
saving of construction time and with a cost per sq. ft. of exterior wall that production begins: 

compares favorably with other types of quality construction. 


The drastic saving in construction time, dramatized by this building, is, 
of course, only one of the dividends offered by metal curtain wall construc- 
tion. In addition to obtaining much earlier rent returns, owners benefit 
from the increased floor area made available for rental by the thinner 
exterior wall. The durable aluminum skin also cuts maintenance costs 
to a minimum, is more weather-tight and less subject to deterioration 
than other types of construction. Six-foot high, vertically pivoted, re- 
versible aluminum windows, with stainless steel weatherstripping, are 
incorporated in the building panels to greatly reduce the expense and 
danger of window cleaning — they can be cleaned easily from inside the 
building. 


With a background of more than 40 years’ practical experience in solving 
problems as they pertain to windows, spandrels, exterior curtain walls 
and architectural metalwork, General Bronze is well qualified to serve 
you, especially when your requirements are great, difficult or unusual. 
We will be glad to discuss your problems with you at any time. An inter- 
esting brochure, explaining this new construction technique, is available 
to accredited inquirers. For your copy, please address Dept. AF-310. 


GENERAL BRONZE CORPORATION 


GARDEN CITY, N. Y. | 
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Latest **Trade Secrets’’ Success! 


48,000 pounding feet 


failed to mar this floor 


—that’s the beauty of Higgins Block* 


After the first three exhibit days, visitors to the LIFE-NAHB “Trade Secrets” 
House built by L. P. Smith in New Orleans found it hard to believe that the 
immaculate, gleaming floors of richly grained Higgins Block had already 
been walked on by 24,000 people—equal to years of average wear! Visitors 
were further impressed by this list of Higgins advantages: 


2% SPECIFICATIONS: 


9” x 9” net face hardwood blocks— 
easy to install 

3-ply cross-grain construction—when 
properly installed will not warp, 
buckle, cup or crack 

Selected oak face—comes with final 
finish 

Pressure bonded with marine-type 
glue—water-repellant, climate-proof 


Deep-impregnated with famous new 
“Penta’’—rot-proof, termite-proof 


Grooved back anchors into adhesive 
—quiet and comfortable 


Can be laid directly on concrete slab 
—without special preparation 


Blocks fit flush—without large, visible 
V-grooves 


E @ 
Higgins BONDED HARDWOOD BLOCK FLOORING 
er INC. 


THE WORLD-FAMOUS BOAT BUILDERS 


Use this coupon for free sample block and literature 


Higgins, Inc., Dept. F-10, New Orleans, La. 
Gentlemen: Please send sample block and literature to 


Firm Name.......... 


On N E E 


SCHOOLHOUSE FORUM 


continued from p. 126 


9. Professional know-how 
to solve each school’s 


differing problems 


The distinction to be made is this: there 
exist no two schools and no two school sites 
in the US whose needs are genuinely iden- 
tical in toto. There exist countless schools, 
however, that can use identical parts: all 
the way from identical windows, doors, 
chalkboard panels, lights, heating elements 
to identical or nearly identical plans for at 
least the structure of individual rooms such 
as classrooms and gymnasiums. 

As a model of efficiency we recommend to 
school boards a study of the joint building 
program now under way for a group of hos- 
pitals for the Welfare Fund of the United 
Mine Workers (AF, Aug. °52, p. 132). 
Every building will be different, and three 
firms of architects are working each in its 
individual style to produce variety and to 
give the program the benefit of individual 
imagination. Yet all have agreed on stan- 
dard details, so the purchase of doors, win- 
dows and countless other parts will be made 
in huge quantities through a central pur- 
chasing bureau. It is such quantity pur- 
chase that brings down the cost by creating 
efficiencies of manufacture and marketing 
for the producers which are passed on to 
the large-scale consumer. Where a con- 
tractor is bidding simultaneously on iden- 
tical details in several schools these savings 
apply, and under competitive bidding he is 
likely to pass on a good share of them. 

We already possess, in the joint work of 
the AIA committee on schools and the Na- 
tional Research Council through its Build- 
ing Research Advisory Board (BRAB), 
the instrument needed for the study and 
promotion of dimensional standardization, 
for study and promotion of manufactured 
parts designed to fit into economical design 
correlation at highest performance. The 


continued on p. 196 
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insist on 
Walseal’ products 
nd be certain 


— the FACTORY INSERTED Ring insures FULL PENETRATION 
of the Silver Alloy ...a perfect joint 


Today, contractors ... builders... archi- 
tects are using brazed connections, in 
ever increasing numbers on their brass 
and copper pipe runs. However, they 

must be certain that the correct brazing 
alloy is used; that the joint has penetra- 
tion of alloy up the shoulder of the fitting. 


That’s why more and more are turn- 
ing to Walseal joints made only with 
Walseal valves, fittings and flanges which 
assure the proper amount of alloy with 
no waste. They know that the finished 
joint not only will withstand hydro- 
static pressure, but it will also with- 
stand terrific impact and vibration — in 
fact, no correctly made Walseal joint 
has ever been known to creep or pull 
apart under any pressure, shock, vibra- 


WALWORTH 


tion or temperature which the pipe itself 
can withstand. 

Furthermore, it is a relatively simple 
operation to make a joint — no heavy 
scaffolding need be erected... just cut 
the pipe, flux, assemble, then braze, fol- 
lowing the technique recommended by 
the Walworth Company. A silver braz- 
ing alloy - FACTORY INSERTED - 
in each port flows out when heated with 
the oxyacetylene torch, making a Joint 
that is stronger than the pipe itself . 
one-hand operation, with the jamie 
out of the path of the deflected heat - at 
all times. 


For full information about Walseal joints made 
only with Walseal products, write for Circular. 
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valves and fittings 
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WORLD'S 


LARGEST 


Structural Corrugated Gloss forms daylighting partition behind this row of dryers in one of the 97 


Beauty and Utility of 


Salon’s Glass Walls Are New 
Miracle on 34th Street 


A block long vista of sparkling, rhythmic Structural Corrugated 
glass by Mississippi sets a dramatic pattern of modern design 
for this amazing beauty salon in the world’s largest store. 
Structural Corrugated glass partitions are also used in the 
97 working stations of the shop. 


Everything in the Macy Salon represents the latest and finest 
in beauty shop operation. Structural Corrugated glass was 
selected for its utility as well as its beauty. Translucent with- 
out being transparent, glass floods the entire area with soft- 
ened, flattering “borrowed light”—yet protects privacy com- 
pletely. It helps achieve a welcome, relaxing atmosphere of 
spaciousness... eliminates harsh glare and sharp shadows. 


Yes, translucent, light diffusing, figured glass reflects the 
modern mood—and glass is so practical. It wipes shining 
clean . . . never needs painting . . . never wears out... and 
it is non-combustible. 


Make daylight a part of your plans. When 
planning new facilities or in modernization 
projects specify glass by Mississippi. Avail- 
able in a wide variety of patterns and surface 
finishes wherever quality glass is sold. 


Write today for free booklet, 
“Figured Glass by Mississippi.” 
Photographs of actual instal- 
lations. Many ideas on ways 
touse thisexcitingnew medium. 


stations of the Macy Salon. Richard D. Belcher, Chief Architect (A. I. A.) R. H. Macy Company. 


a: 88 ANGELICA ST. SAINT LOUIS 7, MO. 
e v 
A Å 


‘ss NEW YORK >» CHICAGO e FULLERTON, CALIF 


MANUFACTURER 


500 our catolog in 


COMPANY 
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OF ROLLED, FIGURED AND WIRED GLASS 
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AUTH) Complete Systeme Simplify Specifications 


HOSPITAL SIGNALING 
SYSTEMS 


The shortage of nurses and doctors, and the ever increas- 
ing need for hospital facilities have made it vitally neces- 
sary to provide adequate electrical signaling systems. 
Auth systems save help, save time, save energy, save 
money — but most important of all, they promote 
greater efficiency. Specify AUTH for the assurance 
that comes from dealing with “the leader in the field.” 


AUTH HOSPITAL SYSTEMS INCLUDE: 


NURSES’ CALLING SYSTEMS 
(Locking Button and Pull-cord Types) 
THE VOKALCALL SYSTEM 


(“Whisper-control” Audio-Visual Communication 
between Patients and Nurse) 


ATTENDANTS’ EMERGENCY ALARM SYSTEM 
FOR NEURO-PSYCHIATRIC PATIENTS 
DOCTORS’ PAGING SYSTEMS 
(Voice Paging and Silent Visual Types) 
STAFF REGISTER SYSTEMS 
(Doctors’ In-and-Out Registers, Illuminated) 


NIGHT LIGHTS 


CLOCK SYSTEMS (CENTRALLY CONTROLLED) 
AND ELAPSED TIME INDICATORS 


FIRE ALARM SYSTEMS 
INTERIOR TELEPHONE SYSTEMS 


RETURN CALL ANNUNCIATOR SYSTEMS 
FOR NURSES’ HOMES 


Auth’s thorough and long experience in this field is avail- 
able to you, without obligation, if you desire technical 
advice or guidance in preparing specifications. Literature, 
too, is available — please write to the Auth Electric Com- 
pany, Inc., 34-20 Forty-fifth Street, Long Island City 1, 
New York and mention the systems or equipment that 
interest you. 


Seo 


FOREMOST IN THE DESIGN AND MANUFACTURE OF ELECTRICAL 
SIGNALING, COMMUNICATION AND PROTECTIVE EQUIPMENT 
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Merchandise Mart, Chi- 
cago, Illinois, the larg» 
est business building 
in the world—4,023,400 
square feet of floor area, 
Built in 1928 to 1931. 


CHICAGO’S FAMOUS 
MERCHANDISE MART 


“~” Karnak 


WATERPROOFING PRODUCTS 


Twenty-five years ago, the problem of protecting the 
foundation of the “Mart” from hydrostatic head was 
answered with Karnak. Even though the big Chicago 
River flows beside it, this Karnak job holds secure. 


Why was Karnak chosen? Because it is the mem- 
brane system of waterproofing that holds tight against 
any water condition. 


Karnak is an open mesh long-fibre cotton cloth that 
has been heavily impregnated with highly refined asphalt 
so as to leave the mesh open. It is layered, on the job, 
with alternate moppings of asphalt to provide a tough, 
resilient, waterproof membrane. The non-sticking fabric 
unrolls easily... to the very end. It “works” faster and 
with no waste . . . saves labor costs. 


The Karnak Membrane System is best for roof 
patching, skylight flashing, window and door flashing, 
Aeb pokad through-wall and cornice flashing, as well as water- 
in sturdy, corru- proofing against a hydrostatic head in dams, swimming 
gated cartons for protected ship- Pools, viaducts and tunnels. Send coupon for complete 
ping and storage. They keep the information. Manufactured by Lewis Asphalt Engineer- 
fabric in perfect condition until ing Corp., 30 Church Street, New York 7, N. Y. 
used... cut fabric loss. 


Karnak fab- 


HER KARNAK PRODU 


aes 


Asphalt Roof Coatings Asphalt Emulsions Aluminum Roof Coating 
ond Cements Tile Cement Wood Block Mastic 
Caulking Compounds Asphalt Paint Joint Filler 


LEWIS ASPHALT ENGINEERING CORP. 
30 Church St., New York 7, N. Y. 
Please send me FREE information about KARNAK Membrane System of Waterproofing 


NAME 


ADDRESS 


CITY. 


Other items I'd like to know about. 
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gist of what they are seeking and achieving 
needs only be translated into nontechnical 
language so school boards made up of in- 
telligent laymen can understand it. 


> Our second count against the stock plan 
is that it saddles the community perma- 
nently with loss of self-respect. Those 
pupils, for example, who are assigned to 
schools in mean, cheap, “temporary” build- 
ings feel that they are being secondhanded 
by mean, cheap parents; and they are 
taught by teachers who are made to feel 
mean and cheap like chattel servants. Nor 
does it help any if the outer wall is tinny 
and shiny. 


> Our third count against the stock plan is 
that the low standard it accepts is a positive 
bar to progress. The lowering of cost that 
has hitherto been attained in schools has 
been attended by the highest plan ingenuity 
and the heightening, not the lowering, of 
standards. For example, where imaginative 
architects have omitted the partition be- 
tween classroom and corridor they have 
done it in such a way that the classroom, 
far from being harmed, has been made 
more useful; where they have faced limited 
city lots they may have put the school on 
stilts, gaining sheltered play space with no 
loss of classroom space. America is far 
from the status where it must produce 
second-rate buildings for bargain children. 


It is a great regret that we are unable to 
come up with some one brilliant scheme— 
some unprecedented school plan, some 
miracle material, some Ponzi stroke of fi- 
nance, that would solve the school economy 
problem in one swoop and send everyone 
happy to the ball game. Yet we tender to 
school boards this report in itself as evi- 
dence that professional men, and profes- 
sional men only, can view the problem as 
it is, ramifying and interrelated. The worst 
misconception of all, parallel with the stock 
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WORKING ON INDUSTRIAL CONSTRUCTION? 


Get this handy guide to 


e SPECIFICATION 
DETAILS 


e LAYOUTS 


e ENGINEERING 
DATA 


With today’s high costs and delayed replacements, it is becoming 3 You'll find this comprehensive 
more and more a “must” for you to assure your clients of receiv- z brochure a highly valuable 


ing the lowest insurance rate and the maximum in fire protection y Ria especially where the 
at a justified all over expenditure. recognized me bazards parallel 
the following typical types: 

This personal sense of responsibility is inherent with C-O-TWO 
Fire Protection Engineers ...a definite plus in your behalf. 
Whether it’s fire detecting or fire extinguishing . . . portables or 
built-in systems ... C-O-TWO means top quality backed by ex- 
perienced engineering that results in operating superiority for 
your clients at all times. 


DIP AND QUENCH TANKS 
SPRAY BOOTHS 

MIXING VATS 

DRYERS AND OVENS 

PRINTING PRESSES 

KITCHEN RANGES 

ELECTRICAL EQUIPMENT 

FUR AND RECORD VAULTS 
STORE ROOMS 

AIR CONDITIONING EQUIPMENT 


Any qualified architect or consulting engineer working on in- 
dustrial construction is welcome to utilize the benefits of our ex- 
tensive fire protection engineering experience, as well as obtain 
a free copy of our comprehensive brochure entitled, “C-O-TWO 
Fire Protection Equipment (Code A/CE)” by writing on his 
letterhead. Get the facts today! 


a 424 4&2 ESS: S SS 


¢-O-TWO FIRE EQUIPMENT COMPANY 


NEWARK 1 + NEW JERSEY 


shat i C-O-TWO FIRE EQUIPMENT OF CANADA, LTD. * TORONTO 8 * ONTARIO 
Squeez-Grip Carbon Dioxide Type Fire Extinguishers 
Dry Chemical Type Fire Extinguishers Sales and Service in the Principal Cities of United States and Canada 
Built-In High Pressure and Low Pressure Carbon Dioxide 
Type Fire Extinguishing Systems AFFILIATED WITH PYRENE MANUFACTURING COMPANY 
Built-In Smoke and Heat Fire Detecting Systems 
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UTILIZE SPACE... 
SPECIFY 


fi 


WOOD FOLDING WICKLINTE LEMENTARY SEWOOL, YOUNOSTOWN, SHT 


Give your clients full use of their rooms by 
specifying Pella WOOD Folding Doors. In 
schools, churches, hospitals and other 
institutions, there’s no substitute for the natural 
beauty of space-saving Pella WOOD Folding 
Doors. Individual panels, 34” thick and 

354" wide, joined by continuous spring hinging, 
stack to 6” for average interior door opening, 
Track with concealing wood mould, all attach- 
ing hardware and latch are supplied as standard 
items. Prefitted to opening to install quickly 
and easily. Fashioned from pine, oak, mahogany 
or birch. Specify painted, clear varnished 

or unfinished. Stock sizes or custom-built. 


For complete details 
write Dept. E-41, ARCHITECTURAL 
Rolscreen Company, nie 
Pella, lowa 
or write for copy 


MADE BY ROLSCREEN COMPANY, PELLA, IOWA 


MULTI-PURPOSE WINDOWS WOOD CASEMENTS ROLSCREENS LITE-PROOF SHADES VENETIAN BLINDS 
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RODDIS PLYWOOD CORPORATION 


acclaim comes NATURALLY To interiors FINISHED WITH 


Roddiseratt PANA 


The best of today’s paneling adds the beauty of expensive woods 
to interiors — at low cost! 


You create more beautiful interiors — interiors 
of lasting beauty — when you specify Roddis- 
craft Panawall! It’s the sensational new V- 
grooved, random width, hardwood plywood 
paneling that lets you add rich wood walls with- 
out adding excessive costs. Panawall is easily 
installed — requires no matching — saves time 
in completing interiors. And that reduces costs! 


Panawall ends owners’ decorating problems! 


Panawall ends costly repainting and repapering. 


Roddiscraft 


Marshfield, Wisconsin 


Louisville 10, Ky. 
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Charlotte 6, N. C. 
Chicago 32, Ill. 

Cincinnati 4, Ohio 
Cleveland 4, Ohio . 
Dallas 10, Texas 

Detroit 14, Mich. 
Houston 10, 


It actually saves money through the years. The 
easy-to-handle 4’ x 8’ x 14" panels can be in- 
stalled directly on the studs in new construction, 
or over existing walls in remodeling. 


Get the facts on Panawall now! 
Ask your nearest Roddiscraft warehouse for 
complete information on Panawall and other 
Roddiscraft decorative paneling: Craftwall, Par- 
quetwall, Cedrela and Plyweave. He'll be glad 
to show you samples. 


nationwive Ruoddisrraft WAREHOUSE SERVICE 


Cambridge 39, Mass. ............229 Vassar St. Marshfield, Wis, ...... 115 S. Palmetto St. 
„123 E. 27th St. Miami 38, Fla. 255-315 N.E. 73rd St. 
.3865 W. 4ist St. Milwaukee 8, Wis. 4601 W. State St. 


836 Depot St, New Hyde Park, L. l., N. Y. 


San Leandro, Cal. ... 720 Williams St. 


717 E. 75th St. 1756 Plaza Ave. 
2800 Medill St. New York 55, N. Y. ........920 E. 149th St. 
E. Jefferson St, Port Newark 5, N. J. n103 Marsh St. 

e 2403 Sabine St. Philadelphia 34, Pa. ..Richmond & Tioga St. 
Kansas City 3, Kan. ......35 Southwest Blvd. San Antonio 6, Texas ......727 N. Cherry St. 
Los Angeles 58, Cal. ....2620 E. Vernon Ave. St. Louis 16, Mo. ....3344 Morganford Road 
1201-5 S. 15th St. San Francisco 24, Cal. ..345 Williams Ave. 
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omeno UTILITY 


THAN YOU'D EXPECT... 


FOUR-LAMP UNIT 


Slim, trim and functional in appearance, 
the Garcy Starliner lends itself beautifully 
to contemporary styling. When surface 
mounted, its shallow contour economically 
simulates built-in lighting. 

Yet within its compact design, this 
luminaire embodies every wanted feature. 
Side panels of Corning’s Alba-lite glass are 
attractively framed in protective metal 

rails . promote efficient light distribution 
while contributing to proper brightness 
control. Garcy’s louver design provides 

30° x 40° shielding. 

The Starliner is superbly made note the 
round edges on end plates and side rails. 
Economically installed, easily maintained. 
Available as two-lamp or four-lamp units in 
4 ft. or 8 ft. lengths for standard fluorescent, 
rapid start or slimline lamps. Write for 
Bulletin L-134. 


Jo} 


TWO-LAMP UNIT 


carcy Starliner 


OVER 80% EFFICIENCY © 30° x 40° Shielding 
. ++ yet only 414” Deep 


FAST, LOW-COST INSTALLATION 


with Garcy Sliding Clamp Hangers 
for easy alignment, both vertically 
and horizontally. Adjustable in height 
by simply turning stem. 


ECONOMICAL MAINTENANCE 
Single louver shield permits relamping 
two 8 ft. fixtures from one ladder 
position, 


STURDY CONSTRUCTION 
V-shaped backbone securely holds 
louver cross-fins under spring tension 
+++ Prevents looseness, rattle or “sing.” 


GARDEN CITY PLATING & MFG. CO. 


1736 N. ASHLAND AVE., CHICAGO 22, ILLINOIS 
IN CANADA: GARCY CO. OF CANADA LTD., 191 NIAGARA ST., TORONTO 
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plan misconception, is the notion that more 


economic 


l schools can be built adequately 
by dismissing professional skill and turning 
the problem over to local carpenters. School- 
teaching and the buildings to house it are 


at least as important to the survival of the 


as an atom research program—and no- 
body is proposing economy in this latter 
field by dismissing all trained scientists. 

The experience of New York City is in- 
dicative, where the employment of trained 
private architects effected instant savings 
averaging 10% compared to the previous 
work of bureaucratic employees—and with 
better schools, too. 

Again, there is no way under the sun of 
getting rid of the function performed to- 
day by the educational consultant; some- 
body will have to try to do it if he does 
not; and although an individual board may 
think it can get by in a parasitic manner 
by profiting from the past thought of such 
consultants elsewhere, the pay-off can eas- 


ily be as much as 25% of hidden extra 


costs through having nobody present to 
resolve the conflicting ideas of board and 
staff members as to the educational pro- 
gram. 

At the same time we must admit to our 
sorrow that not all architects are equally 
good, nor are all consultants: there are a 
few members of both professions whose 
ideas are strictly stock, pulled out of a 
drawer just as readily as cheap makeshift 
in any other field of endeavor. And some 
of these men have profited from gullibility 
to the extent of their own very consider- 
able enrichment from undertaking literally 
hundreds of schools. Yet these are but the 
racketeers whom wisdom avoids in any 
sort of operation; the vast majority among 
these professional men are devoted to their 
task. 

The compass of this report does not al- 


low advice on how to choose professional 


help; we can only refer the amateur school- 
board member to such advice on how to pro- 
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MoTiF'p* ACOUSTONE mineral acoustical 
tile brings you extraordinary beauty with 
unusually effective Sound control. The well- 
known Striated pattern shown here is just 
one of many MOTIF'o design creations 
available in ACOUSTONE, America's most 
distinguished acoustical tile, Decorative 


Possibilities become almost limitless i 

with MOTIF'D AcousTone, a vy “ 
exclusive with U.S.G. It is Ph y 
incombustible, highly light reflective— is 
truly the beautiful way to quiet a room, , ° 


Sound Control is a job for experts. 
For complete drafting room details and 


other information or assistance, Contact your 


“TM, Reg. U.S. Pat. Off, 


UNITED STATES CYbar 


Warren, Knight and Davis, 


architects and engine’ real- 


that large exposed glass 
s, typical of school build 
ings, created a need for Honey- 
well Customized Temperature 
Control in the Charles B. Glenn 
Vocational High School. Other 
partic ipating firms were: 
or, Richardson 
Construction Companys Me- 
char al Contractor, H L. Eskew 
and Sons. All firms are located 
in Birmingham. 


General Contra 


New high school demonstrates need 


for Honeywell Customized Temperature Control 


even in mild climate of the South 


Birmingham’s Charles B. Glenn 


Vocational High School features individual room temperature control 


In developing the new school you see here, an enterprising architectural-engineering firm and an 
understanding school board are leading the way to greater comfort and more efficient 
learning for thousands of southern teen-agers. 

And a Honeywell Customized Temperature Control installation 1s helping 
them provide these benefits for Birmingham students. 

In the case of the Glenn School, the Honeywell installation is in the form 
of individual room temperature control—a thermostat in each 
classroom. The floor plan at right gives the location of the thermostats. 

Today, in this school, teachers may keep temperatures right for most efficient 
learning -simply by adjusting a dial. 

If the wind blows cold against the windows of their individual classroom they can 
easily adjust for the extra heat loss. And if during certain periods of the day 


the room is crowded, or the sun is hot, they can as easily lower the temperature. 


ae MA eerine OF E 


For Comfortable, Even Temperature in New 
or Existing Buildings—of any size— Specify 
Honeywell Customized Temperature Control 


Whether it’s a school, office, factory, hospital, apartment, store, garage 
—or any size building —new or existing, Honeywell Customized Tem- 
perature Control can help meet your clients’ heating, ventilating, air 
conditioning and industrial control problems. 

Once equipped with Honeywell Customized Temperature Control, 
they'll have an ideal indoor“ “climate” —and save fuel besides. 

And with a complete line of pneumatic, electric and electronic 
controls to choose from, Honeywell Customized Temperature Control 
offers you the greatest flexibility in design. Then, too, when it comes 


to performance, Honeywell-built controls assure years of trouble-free 
operation. And they're backed by the finest serv: 


the controls industry. 


organization in 
For full facts on Honeywell Customized Temperature Control, call 
your local Honeywell office. There are 104 across the nation, Or 


mail the coupon today. 


H. L. Eskew, heating contractor of Birming 


In winter months, even in the South, classroom windows are a 


ham, says: “More and more in the South we're 


major source of heat loss. Chill winds reduce their temperature 


greatly —and this “draws” heat in large quantities. But with an ad- coming to realize the importance of papa 
: ; temperature control and adequate heating 


justable Honeywell thermostat in each classroom such heat loss is s : : : 
methods. I think the Charles B. Glenn High 


easily compensated for. Above you see a typical modern classroom 


good evidence of that.” 


School job is g 


in the Charles B. Glenn school. 


MINNEAPOLIS-HONEYWELL REGULATOR CO. 
Dept. MB-10-05, Minneapolis 8, Minnesota 


MINNEAPOLSE 
Gentlemen: 
one y we I'm interested in learning more about Honeywell Customized Temperature Control. 


Name - 


Fai PRS is Sten a ators eee wie Lemna annie mnie 
wt i wW Covitrols PS |, Se ae EE eran E eee PE eee ee eee VEE 
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ANOTHER “NATURAL” FOR KINNEAR’S INTERLOCKING-SLAT CURTAIN 


a 


SPACE-SAVING 
COUNTER CLOSURE 


BY THE MAKERS OF 


Kinnear Metal Rolling Doors 


THE KINNEAR MANUFACTURING CO. 


FACTORIES 
1640-60 Fields Avenue, Columbus 16, Ohio 
1742 Yosemite Avenue, San Francisco 24, Calif, 
Offices and Agents in Principal Cities 


Space-saving vertical action and “coil- 
away” storage make Kinnear’s famous 
curtain of interlocking metal slats an 
ideal shutter or closure for all counter 
openings. 

Slats for this versatile closure are 
available in various metals, in a choice 
of styles and sizes to suit any need or 
preference. 

Proved in service openings of every 
kind for more than half a century this 
Kinnear curtain has many advantages. 

It clears the opening from jamb to 
jamb as well as from top to bottom, It 
coils compactly above the opening — 
doesn’t block light from above, All sur- 
rounding space is fully usable at all times 
— no swing-space needed. Wind can’t 
slam or damage it. It is easily raised or 
lowered from inside the opening. It pro- 
vides rugged all-metal protection against 
wind, weather, and intrusion . . . resists 
fire and accidental damage. 

Adaptable to doorways and other 

openings of any size, the Kinnear inter- 
locking-slat closure is easily installed. 
Write today for full details. 
(The Kinnear Rolling Grille, an upward- 
coiling assembly of metal bars and links 
in an attractive open-work pattern, is 
also widely used as a barricade for coun- 
ters and doorways.) 


Saving Ways in Doorways 
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ceed with his problem as the excellent little 
volume “So you want to build a school” 
by John Lyon Reid, one of our members. 
One remark is in place here: many boards 
have thought they might save by employing 
young architects or those not yet familiar 
with the school field. Many such a young 
man or nonspecialist has come up with fine 
ideas by virtue of his freshness of thinking. 
For the board that does not want mean- 
while to risk paying for his mistakes there 
is an expedient not known to all: the possi- 
bility that architects can work in associa- 
tion—a young man or beginner doing the 
work but associating with an experienced 
man or firm which will check his errors like 
a sort of elder brother. The cost to the 
board is no greater and the result may be 
splendid. 


Clapp 


Taylor 


10. Imaginative financing 
to gain the easiest, 
biggest saving of all 


The tiny figure of 1% sounds so small that 
an inexperienced board may miss its enor- 
mous importance in school bond financing. 
Yet a community that pays 3% instead of 
2% on its bonds—a 1% difference—must 
realize that this is equal to paying about 
20% more for land and construction! This 
is an error which impatience has brought 

continued on p. 208 
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Freperick L. Morrow, President 


North & Judd Mfg. Co., New Britain, Conn. 


It was the “perfect fire” 


except for one thing 


“This fire didn’t happen . . . it was planned! 
Planned so shrewdly and thoroughly that 
the North & Judd plant might have burned 
to the ground that night”, said Mr. Fred- 
i . Morrow, President, North & Judd 
world’s largest manufacturer of 
buckles and fastening devices. in New 
Britain, Connecticut. 

“It was back in the 1930's, At that time, 
we had leased floor space in several of our 
buildings adjoining the main plant. 


“One evening as our night watchman was 
making his rounds, he opened a door on one 
of these floors. Suddenly, flames raced across 
the room toward the machines. They never 
made it. In seconds, heat from the blaze set 
off a sprinkler head which checked the 
flames, preventing a disastrous fire. 

“Gasoline cans, we discovered, had been 
planted near each machine. A path of saw- 
dust, gasoline-saturated, wound from the 
cans to the doorway. The door frame had 
been thoroughly soaked with gasoline. And 
two exposed wires were cleverly twisted 
around one of the hinges on the door so as to 


cause a spark the moment the door opened. 

“Here was the ‘perfect crime’. A building 
destroyed so completely by fire that no one 
would ever know how it happened. The 
scheme mis-fired only because one important 
detail had been overlooked — our automatic 
sprinkler system.” 

Most fires, of course, start accidentally. 
But no matter how they start, Grinnell 
Sprinklers stop fire at its source, wherever 
and whenever it strikes, night or day, auto- 
matically. 75 years experience proves this. 

The time to act on Grinnell Protection is 
now . . . before fire burns you out, or 
cripples your business. Remember — a 
Grinnell Sprinkler System often pays for 
itself in a few years through reductions in 
insurance premiums. So if you have fire 
insurance, you're probably paying for 
Grinnell Protection anyway ... why not 
have it! Write for booklet on Grinnell 
Automatic Spray Sprinklers — new in 
method, spectacular in performance. 
Grinnell Company, Inc., 250 West Exchange 
Street. Providence. Rhode Island. 


Ð) GRINNELL 


FIRE PROTECTION SYSTEMS 


Grinnell Company + Manufacturing, Engineering and Installation of Automatic Sprinklers since 18 
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RUSCO FULVUE WINDOWS Offer Important 
Advantages for School Fenestration 


eaa ats 


Available in 4-panel 
and 3-panel-high units, 
in a wide size range. 


May be joined in multiples with Rusco’s 
simplified non-load-bearing mullions. 


“ALWAYS ONE STEP 


AHEAD OF THE WEATHER WITH 


RUSCO” 


FOR ILLUSTRATED CATALOG AND COMPLETE SPECIFICATIONS, WRITE DEPT. 7-AF 103 


THE F. C. RUSSELL COMPANY 


CLEVELAND 1, OHIO © IN CANADA: TORONTO 13, ONTARIO 
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@ MAXIMUM LIGHT Rusco’sstreamlined tubular 
steel construction gives great strength with- 
out excessive bulk or weight in frames. 
3-panel-high and 4-panel-high design, plus 
narrow mullion for joining windows in multi- 
ples, permits exceptionally large glass areas. 


@ LOW COST In addition to their low initial 
cost, Rusco Prime Windows provide other 
very substantial savings. Because they come 
in fully assembled units, glazed and finish- 
painted, installation time and costs are cut 
way down. Full weatherstripping. insulating 
sash (optional) and precision manufacture 
reduce air infiltration to a minimum and 
make important savings in heating. 


@ MINIMUM MAINTENANCE Rusco windows 
reduce maintenance costs in three ways: 
1. Made of hot-dipped galvanized steel, 
bonderized and finished with baked-on out- 
door enamel, they are highly weather-resist- 
ant. 2. They have no sash cords, weights, 
balances or chains to get out of order. 3. Glass 
inserts are removable and interchangeable. 
Consequently “spares” can be carried for 
immediate substitution when breakage occurs. 
Glass replacement is simple, due to Rusco’s 
plastic splines. 


@ SAFETY Rusco Fulvue Windows are vertical- 
sliding, with positive spring bolt locking. 
They eliminate the dangers of projecting 
vents, accidental dropping, swinging, etc. 


@ EASIER SHADING AND SCREENING Vertical- 
slide construction simplifies window shading 
and darkening for use of visual education 
materials. Rusco’s Fiberglas Safety Screen 
(optional equipment) cannot rust, rot or 
corrode and never needs painting—is ideal 
for cafeteria areas and other applications 
where screening is desired. 


@ CONTROLLED VENTILATION All Rusco Fulvue 
window styles have vertical-sliding ventilat- 
ing panels. Available also with insulating 
sash which permits controlled rainproof, 
draft-free ventilation. 


@ DESIGN FLEXIBILITY Rusco offers a variety 
of sizes and styles in the Fulvue window. 
This fact, coupled with the simplified mullion 
feature for joining units in series, permits 
wide flexibility in fenestration design. 


RUSCO 


Hot-Dipped Galvanized Steel 


PRIME WINDOWS 


FULLY PRE-ASSEMBLED, GLAZED, 
FINISH-PAINTED, READY-TO-INSTALL 
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advance 
in steam 
generation 


OIL, GAS 
OR GAS-OIL 
COMBINATION 


EWANBE-RAY 


BOILER-BURNER UNIT 


Produce steam more economically, more 
efficiently, with the new Kewanee-Ray 
Boiler-Burner Unit. Use heavy catalytic 
residual fuel oils or light oils in combina- 
tion with high or low pressure gas in a 
single unit! 

ew multi-stage, forced draft, secondary 
air control on the burner provides a con- 
stant velocity air stream to the combustion 
zone. Resulting high turbulence, high turn- 
down ratio and high CO2 content give you 
high combustion efficiency. 

uickly Installed... Simple to 
Operate. Matching connections are pro- 
vided so that when the boiler and burner 
are brought together they can be easily 
connected with a minimum of field effort. 
A flip of the switch and the unit goes to 
work on either oil or gas. To change fuels, 
flip the switch again. That’s all. Fully 
automatic operation throughout. 

The Kewanee-Ray Boiler-Burner Unit is 

complete, Boiler, burner, all automatic con- 


trols and accessories as specified. No special 
foundation is required. All refractories are 
integrally mounted at the factory. And a 
built-in forced-draft fan eliminates need for 
high stacks. 

‘or High or Low Pressure Steam 
or Hot Water Heating. High pressure 
units, for 1350 to 15,800 lbs. of steam per 
hour developing 39 to 456 horsepower at 
125 and 150 psi. Low pressure units for 15 
lb. steam or 30 lb. water rated at 1,313,000 
to 15,300,000 btu. 

The complete boiler is shipped from 
Kewanee, the burner including windbox 
and control panel from Ray...so each ship- 
ment can be timed to arrive when you want 
it. The boiler should be on the job site be- 
fore the new plant walls are ae (Exposure 
to weather does no harm). The shipment 
of the burner can be delayed until the new 
building is enclosed. Arrival of unit in two 
separate shipments is another important 
advantage when Kewanee-Ray is specified. 


RAY OIL BURNER COMPANY 1301 San Jose Avenue, San Francisco, California 
KEWANEE-ROSS CORPORATION 102 Franklin Street, Kewanee, Illinois 
Please send me your 16-page KR-1031 Catalog giving complete description and 


specifications on your Boiler-Burner Unit. 


NA 
ADDRESS. 
CITY. 
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Build 


Bilateral 
Lianna 


of classrooms 
into your plans 
with 


Ce 
EXTRUDED 


ALUMINUM 


CORRIDOR 


The best light for learning - natural 
daylight—can be achieved economically with 
fenestration . . . plus bi-lateral skylights that 
illuminate the wall areas of classrooms while 
they provide direct light for corridors. 


Super Steel has originated and patented an 
easy-to-erect system of skylight construction of 
extruded aluminum that is strong, weather-tight, 
corrosion-free and maintenance-free for the life- 
time of the building. Hundreds of installations 
have been made everywhere for leading archi- 
tectural firms since 1932. See Sweet's File, or 
write for illustrated architectural bulletin. 


PRODUCTS CO. 


1244 North Fourth Street 
Milwaukee 12, Wisconsin 
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SCHOOLHOUSE FORUM consinues 


about all too often. No architect, no school 


consultant, no engineer, and not all three 


in combination, can easily make up such a 
loss of funds; and successful boards must 
watch the bond market with hawklike 
sharpness. 

The wretched problem of working against 


a set bonded indebtedness limit has been 


met in states such as Georgia and Penn- 
sylvania by the creation of “school authori 
ties” as independent corporations, who rent 


the school to the board under a lease-pur- 


chase arrangement. We are divided to 
the validity of such a procedure. All agree 
that it involves a clear and present danger 
when the authority which supplies the 
funds assumes control over the details of 
the program. 

In the US there exist a large number of 
nationwide advisory bodies and helpful 
agencies, all the way from the US Office of 
Education to the private associations such 
as the National Education Assn. and its 
affiliated groups, the National Council of 
| Schoolhouse Construction (composed o 
state school construction officers), the Na- 
tional Citizens Commission for the Public 
Schools, the US Chamber of Commerce anc 


various research bodies. Yet all are auxil- 
iary to the school board, not superior to it. 

America may have lost quite a bit of efi- 
ciency by insisting that ultimate contro 


over its schools must rest at home, in the 


parents and teachers and superintendents 
of those particular children, among the 
businessmen whose children go to schoo 
alongside the children of the workmen who 
build them. Yet no efficiency of remote 
control can make up for the loss it brings 


of intimate responsibility by those who wil 
care for their children because these are 
| their children and they love them. 


Reid 


tiles 


Y SPARTA 


Spartan Ceramics are made in a variety 
of ceramic mosaic colors and sizes to 
meet a wide field of suitable uses, 
Above is illustrated Design No. 130, in- 
dicative of an inviting range of color 
designs in low cost 


SPARTAN 


MOSETTES 


These are unglazed ceramic tiles fired 

at high temperature, assuring rugged- 

ness, impermeability, slip-resistance, 

and a high degree of vitrification. 

Available in sizes 1x1, 2x1, 2x2, 1⁄4” 
f thick in a wide range of colors. 
f Extremely versatile and easy to set in 
| irregular shaped spaces. Write for 
descriptive sheets showing many 
standard patterns. 


i Practical for Floors in 


SCHOOLS + HOSPITALS + INSTITUTIONS 
also SWIMMING POOLS 


THE SPARTA 


P.O. BOX 3, EAST SPARTA, OHIO 
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@ irs simple. . it's flexible... it's easy to install! It's the 
ceiling suspension system that was an immediate hit 


5 with architects. Introduced only nine months ago, 
AMERICA $ FASTEST GROWING the Gold Bond “J” System is now one of the most 
widely specified methods of building suspended 
acoustical ceilings. In the 140,000 sq. ft. S earae 


shown here, the Gold Bond “J” System hides duct- 
CEILING SUSPENSION METHOD work and utilities above a suspended ceiling of Gold 
Bond Travacoustic. The result—a strong, level, 
incombustible acoustical ceiling with the appearance 
of expensive travertine stone. 
wa . . mn ae 
Gold Bond" J” System for Attachment of Acoustical Materials Tte Gold Bond “J” System is installed only by 
approved Gold Bond Acoustical Contractors. Write 
today for Technical Bulletin No. 577. 


SINCLAIR OIL BUILDING 
TULSA, OKLAHOMA 

ARCHITECT: 

Hugh R. Humphreys ......... Tulsa, Okla. 


ACOUSTICAL CONTRACTOR: 
Midwest Marble & Tile Co... .. Tulsa, Okla. 


GENERAL CONTRACTOR: 
Manhattan Construction Co. . Muskogee, Okla. 


SIMPLE! The Gold Bond “J” System is made up of these three basic parts—channel, FLEXIBLE! Completed offices in the new Sinclair Oil Building will have handsome, 


clip and spline. It can be used equally well over large or small ceiling areas. It is sound-absorbing ceilings like the typical Travacoustic installation shown here. The 
competitive in cost with conventional metal suspension systems. Compared with Gold Bond “J” System, used with kerfed and rabbeted Travacoustic, is adaptable to 
building a preliminary base ceiling of lath and plaster, the “J” System is an eco- designs that include recessed light troffers and complex stepped ceiling assemblies. It 


nomical method of installing acoustical materials. can also be used with gypsum board bases to which acoustical materials may be applied, 


You'll build or 
NATIONAL GYPSUM COMPANY «+ BUFFALO 2, NEW YORK remodel better with 


Lath, Plaster, Lime, Sheathing, Roofing, Sidings, Gypsum Roof Decks, Wall Paints, Textures, Rock Wool Gold Bond 


Insulation, Metal Lath, Sound Control Products, Fireproof Wallboards and Decorative Insulation Boards. 
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A battery of American-Standard Wall-Type Toilets installed with the 
Zurn System provide all necessary facilities up to the drainage stack 
The Zurn System of installing wall-type toilets simplifies rest room lay- 
outs, and opens the way to major savings in the over-all cost of a building 


L 


EE 


American-Standard Sanistand Women’s Wall- 
Type Urinal installed with the Zurn System 
especially designed for this fixture lifts sani- 
tation in public rest rooms to an all time high 


and reduces maintenance cost 


*T. M. Reg. U. S. Pat. Off. 
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Showing use of Zurn Carrier System No. Z-1231 
for installing American-Standard Lucerne Wall- 
Type Lavatory Fixture reduces wall thickness; 
usable with all types of wall construction 


WRITE FOR THESE BOOKLETS! 


These booklets present up-to-date factual informa- 
tion for planning Modern Rest Rooms. The ideas 
presented are the result of experiences of engineers, 
architects, general contractors and plumbing con- 
tractors who have specified and installed American 
Standard Of-The-Floor Plumbing Fixtures installed 
with the Zurn System 


ination opens the way to major savings. 


in the over-all costof a building 


| 
| 
| 
l 
l 


American- andar 


off-the-floor plumbing fixtures 
INSTALLED WITH THE 


system” 


Important savings in quantity of materials and in time costs 
can be obtained when decisions on rest room equipment 
are based on the installation of American-Standard Off-The- 
Floor Plumbing Fixtures installed with the Zurn System. 
Such an installation effects many substantial savings in con- 
struction costs; permits use of any type floor construction 
and any type of wall construction; permits reduction in 
height of ceilings; eliminates need of furring-in drainage 
lines; eliminates caulking to floor; simplifies drainage and 
vent piping layout. Off-the-floor plumbing fixtures insure 
against untimely obsolescence and reduce cost of rest room 
maintenance to an all-time low. American-Standard Off- 
The-Floor Plumbing Fixtures installed with the Zurn 
System afford a practical and simple method of effecting 
major savings in the over-all cost of a building. 


J. A. ZURN MFG. CO. © PLUMBING DIVISION, ERIE, PA. 
AMERICAN RADIATOR & STANDARD SANITARY CORPORATION, PITTSBURGH, PA. 


J.A. ZURN MFG. CO., PLUMBING DIVISION, ERIE, PA., U.S.A. 


Please send me the new booklets on Modern Rest Rooms, “You Can Build 


Ir and Maintain It for Less a New Way 


“and “The American-Standard 
Better Rest Room Guide. 


Name and Title 
Company 
Street 


City and State 
Please attach coupon to your business letterhead 
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Here’s why MATICO CORK TILE Flooring 


will have your quality-conscious clients 


WALKING ON AIR 


MASTIC TILE CORPORATION OF AMERICA 


Confetti + Aristoflex + Parquetry 
Asphalt Tile * Cork Tile + Plastic Wall Tile 
Joliet, Ill. e Long Beach, Calif. e Newburgh, N. Y. 


MATICO CORK is made with a 50% air-cushion structure that insures 
outstanding resiliency. This quality enables MATICO CORK to “give” 
under abrasion, thus assuring remarkable durability. MATICO CORK puts 
spring in every step . . . is a wonderful sound-proofer . . . brings precious 
quiet to the home or office. 


Cork is always in style. That's why it's used in so many exclusive installa- 
tions... the lovely shades blend so well with every type of decor. Avail- 
able in an exceptionally easy-to-clean factory finish — MATICO CORK 
saves on maintenance... is unusually economical. 


Remember... you can’t afford to overlook MATICO CORK Tile Flooring 
when only the dest will do. Size: 9” x 9” — Thicknesses: 1/8” and 3/16”. 
Colors: Light and medium-random. Send for specification data today. 


MASTIC TILE CORPORATION OF AMERICA 
Dept. 6-10, P.O. Box 986 
Newburgh, N.Y. 


Please send me full details on MATICO CORK Tile Flooring. 
NOME sci: 

Address 

City 3 oo... Lone....... State 


— ee a er ee cy 


212 


How Salvajor Solves 
Space Problems 
in Kitchen Design 


* Smaller Dishwashing 
Machines may Be Used 


* Scrap Tables Can Be Held 
To a Minimum 


* Food Waste Handling 
Made Easier and Less 
Objectionable 


Salvajor is a machine that scraps, pre- 
washes and pre-soaks dishes and collects 
food waste in a single, simple operation. 
Soiled dishes are passed through a recircu- 
lating stream of warm water (1). Food 
waste is carried away by the stream and 
collected in an easily removable basket (2) 
where it is reduced in volume by 40%, 
thus eliminating the need for unsanitary 
garbage cans at the scrap table. 

The Salvajor method of scrapping and pre- 
washing dishes permits a smaller dishwash- 
ing machine to handle a maximum number 
of dishes without re-runs and rejects. In 
many kitchens, the installation of Salvajor 
has enabled one dishwashing machine to 
handle both tableware and glassware, thus 
eliminating the need for a second machine. 


Salvajector Scraps, Pre-Washes 
And Disposes of Food Waste 


Salvajector is a machine that combines the 
operations of Salvajor with the action of a 
powerful 3⁄4 h.p. food waste disposer that 
grinds up all food waste and automatically 
discharges it as flowing liquid. Garbage 
handling at the soiled dish table is 
eliminated. 


WasteXit Disposers Save Kitchen Space 


Model “L”—For work table 
or sink installation in small 
kitchens or for multiple in- 
stallations. where a disposer 
is required. This is the only 
full 1⁄4 h.p. disposer in the 
low price field. Cone adapt- 
ors available to fit present 
metal tables. 

Model “MA”—A heavy duty 
5 h.p. high speed disposer 
for centrally located posi- 
tion. Handles all types of 
cooked, uncooked and paper 
waste, Eliminates the need 
for a garbage room, 


FREE—Specification Sheets 


Complete installation data on all Salvajor products 
is available. Write for your complete file on these 
space-saving products today. 


The Salvajor Co. 


118 Southwest Blvd. 
Dept. AF Kansas City, Mo. 


ELECTRIC LIGHT continued from p. 187 


erating costs even though it requires less 
initial capital expenditure. The former has 
a $42.40 lower yearly maintenance cost, but 
it is necessary to spend $4,274 more initially 
to achieve this. This is a return of slightly 
less than 1% and therefore is not justifiable. 

The operational costs of fluorescent com- 
pared to incandescent lighting quite readily 
prove the soundness of installing fluorescent 
fixtures. For example, in the electrically 
lighted school there is a difference in oper- 
ating and maintenance costs of $245.50 per 
year in favor of fluorescent, although the 
original investment is $1,700 more—or a re- 
turn of 14.4% on the additional expendi- 
ture. This is more than twice the usual 7% 
figured for interest and amortization of 
capital investment. At the same time fluor- 
escent fixtures produce 5 foot-candles more 
at night and 4 more in the daytime. 


Design for electricity. In the design of 
electrically lighted classrooms, lighting 
equipment is selected and distributed to 
create the best possible total brightness en- 
vironment. The fixtures selected have about 
a 50% up-component and 50% down:com- 
ponent. There should be this amount of 
totally indirect light to control brightness 
environment and to produce a necessary 
amount of total diffused illumination. There 
is enough direct light to create the necessary 
highlights and shadows. Along the chalk- 
board wall, by removing one of the side 
reflectors, a planned brightness can be 
created and this vertical task illuminated as 
you would an art-gallery wall (see cut). 

We are fully aware of the desirability and 
necessity of controlling the brightness ratios 
in the field of view but not to the point of 


continued on p. 216 


CHORD 
LONGSPAN 
JOISTS 


The widest range of selections 
in the longspan joist field! 


© ALL WELDED 
© SPANS UP TO 125° 


© STRENGTH 

© PERMANENCE 
e APPEARANCE 
© ECONOMY 


Write today for information on 
T-Chord Longspan Joists for 
your church, school, hospital, 
or commercial and industrial 
building. Simply drop a line to: 


HAVEN 
BUSCH 


OMPAN Y 


501 FRONT AVENUE, N.W. 
GRAND RAPIDS 4. MICHIGAN 
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SEAPORCLAD BY SEAPORCEL 
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455 ROOM HARTFORD STATLER HOTEL, Corners of Pearl, Ford Sts., Hartford, Conn. 


THE USE OF versatile Seaporclad building panels is finding increasing 
architectural recognition. A lamination of Seaporcel porcelain with 
thermal and sound insulating core, Seaporclad has been chosen for the 
20,000 square feet of colorful spandrels for the Hartford Statler, the 
newest addition to the Statler Corporation's national chain of quality 
hotels. 


SEAPORCLAD DESIGNED to give strength, durability, sound and heat insulating 


properties, Seaporclad is also ideal for curtain wall construction. Sup- 
planting heavy masonry walls, Seaporcel engineered facades save 
space and weight with resultant reductions in structural steel and 
foundation costs. Held in place by numerous methods, this extremely 
lightweight material can be laminated to almost any type of insulating 
core with any other building material on the reverse side. 


ELEVATION OF TYPICAL OPENING 


Flex Board Fibre Glass 


ct 


UNAFFECTED by weather, fire and corrosion-resistant, Seaporclad 
keeps maintenance costs at the vanishing point. It is fabricated for a 
variety of uses in conventional sizes and in any thickness or shape. 
and is available in the fullest scope of textures and colors 


Hk, I i 
Flex Board Seaporcel 


SECTION THRU SEAPORCLAD WALL PANEL 


For Some Job...Somewhere... You Can Use SEAPORCEL* 


To find out how Seaporcel can fit into your plans, ask for our local representative to call, or write for brochure No. 24 


eaporcel 


ARCHITECTURAL PORCELAIN Member: Por ETAL TING & ENAMELING PLANTS 
nara COMPLETE ENGINEERING & ERECTION DEPARTMENTS 
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38 South Dearborn Street * Chicago 3, Illinois 
CONCRETE REINFORCING STEEL INSTITUTE 
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@ Carrara Glass is mechanically ground 
and polished, has a smooth, lustrous surface 
that gives to your most important designs a 
glowing, reflective beauty no other material 
can equal. 
It lends itself perfectly to fine workman- 
ship. Each block fits evenly with adjoining 
lends itself perfectly to pieces, without gaps, overlapping, or special 


backing adjusters. The big pieces of Carrara 

fine workmanship are easy to handle. They go in place readily, 
are firmly held by an easy-to-apply, quick- 
setting mastic; need no exposed fasteners of 
any kind. 


Pittsburgh Field Club, Fox Chapel, Pa. 
Architect: Francis A. Berner, Pittsburgh, Pa. 


the quality = structural glass 


PAINTS - GLASS - CHEMICALS + BRUSHES - PLASTICS - FIBER GLASS 


PITTSBURGH LATE GLASS COMPANY 
IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 
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PLUGMOLD 2000 


Multi-Outlet System 
gives your homes 


a plad 


...and this New system 


by WiREMOLD is 
FASTER, EASIER 
CHEAPER to Install ! 


Plugmold 

2000 is your 

perfect answer 

to home buyers 

who insist on 

utmost conven- 

fence ... it pro- 

vides a double 

convenience outlet every 30 

inches around every room, with 
closer spacings available. 


In addition, you can now have 
both “hot” and switched: outlets 
in the same receptacle. 


You'll save time and installa- 
tion costs — Wiremold’s famous 
Snapicoil, pre-wired in 50 foot 
coils is installed in one, long, 
continuous run. 

Plugmold 2000 is easily in- 
stalled in new homes; and in 
homes you're modernizing with- 
out tearing out walls or floors. 


Write today for the new, free 
Plugmold 2000 book. 


PLUGMOLD 2000 


WIREMOLD'S Hew 


multi-outlet system 


THE WIREMOLD COMPANY 
Hartford 10, Connecticut 


ELECTRIC LIGHTING continued 


scientific monotony. The control of the sky 
brightness that comes within the total vision 
of the child seated nearest to the window 
is obviously the most difficult. In addition 
to a reasonable overhang, this can best be 
done by coordinating the planting and land- 
scaping with the design of the building. The 
more the indoor-outdoor environment be- 
comes a reality, the more this coordination 
If for 


some reason this cannot be done by land- 


becomes essential — and why not? 
scaping, it is necessary to introduce some 
of the more conventional controls so that 
sky brightness, particularly to the south, can 
be controlled from the interior viewpoint. 


Behind the operating costs. 


ing costs shown in the table are based on 


Operat- 


experience in the Grand Rapids area. In 
this area there are 100 days each year in 
which less than 30% of the sky is covered 
by clouds, and an average of 160 days in 
which more than 70% of the sky is covered. 
School is in session from Sept. 15 to 
June 15, or for 275 days. Of the 160 cloudy 
140 occur during the 275 


days, at least 


school days, or roughly half of the days 
during the school year are cloudy days in 
which the sky is more than 70% covered 
by clouds. 

School is in session in this territory from 
8.45 to 11:30 a.M. and from 1 to 3:30 P.M. 
During December, January and February 
it is still relatively dark at 8:45 in the morn- 
ing and tends to get dark again by 4 P.M. 
This further reduces the hours under which 
daylight can be depended upon. School is 
in session 180 days at 514 hours per day for 
a total of 945 hours a year. It can be safely 
assumed that the lower grade classrooms 
are in use 1,000 hours per year. 

In the electricially lighted classroom it 
is assumed that the inner row of lights will 
burn 800 hours per year, the middle row 
ts 600 hours, and the 
outer row of lights will burn 400 hours per 


and chalkboard lig 


year, For types 2, 4 and 5 it is assumed 
that all lights will burn 500 hours per year. 
In type 3 with unilateral lighting glass 
block, it is assumed that the inside row of 
lights will burn 800 hours per year, and the 
outer row of lights will burn 500 hours per 
year. It is assumed that corridor lights burn 
1,000 hours per year—all the time that the 
school is in use. 


Maintenance costs are an assumed cost 


based on experience records and cover 


cleaning the fixtures once a year. A rate of 
50 per hour was used. Lamp replac 


ment costs are based on 


manufacturer's 
standard lamp life and cost to the school of 
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“Design 
Unlimited! 


with the original 


Helsy 


TRANSLUCENT FIBER GLASS PANELS 


sesooosooooososocosooososossooos, 
TETTETETT ETTTTTITILLLLILLIITITI 


s the ideal trans- 
lucent material for brilliant 
new effects. Shatterproof, 
featherlight. Can be sawed 
and nailed; installs like cor- 
rugated metal. Economical. 
Corrugated or flat in seven 
colors. See Sweet's Catalog. 


alsynite is perfect for luminous ceilings, window 
walls, etc. Ideal indoors and out. 


alsynite replaces glass for many applications—can 
be used in many new ways, 


alsynite provides unlimited daylighting . . . sky- 
lights, side walls, etc. No framing needed. 


ALSYNITE COMPANY OF AMERICA 


Dept. AF-4, 4670 DeSoto St., San Diego 9, Calif. 

I'm interested in the new illustrated folder on 
Alsynite, the miracle material for modern design, 
Please send me a copy without obligation. 


Address. = 


City __ State. 
Plants in California and Ohio. 
Distributors in Principal Cities. 


r 
l l 
l l 
I l 
| | 
l | 
| Name_ = fe | 
Company. = = 
l | 
I | 
l l 
| | 
L dJ 


THE MAGAZINE OF BUILDING 


Schoolrooms built 
while you wait! 


++. and you don’t wait more than a few 
seconds either when you use “Modern- 
fold” doors. Note how this Junior High 
School does it. When there's a need for 
another small, private schoolroom, the 
“Modernfold” movable walls fold quietly 


together to separate library from lec- 
ture room. 

And when it’s necessary to get a large 
group together, the “Modernfold” doors 
quickly fold all the way back against both 
walls to form one huge classroom, 


Your ideas come to life... for life 
with “MODERNFOLD” doors 


For every room division or door 
closure problem, there’s a simple, 
economical, space-saving solu- 
tion. That’s ““Modernfold,” the 
original folding door. 


Specifying “Modernfold” doors 
keeps clients happy. For these 
steel-framed, vinyl-covered doors 
can’t be equalled anywhere for 
quality of design . . . for quality 
and strength of materials. 


And because this line is complete, 
you're sure to save time and get 
exactly what you want when you 
specify better looking, easier op- 
erating, longer lasting “Modern- 
fold” doors. 


Sold and Serviced Nationally 


NEW CASTLE PRODUCTS, NEW CASTLE, INDIANA 


In Canada: 
Modernfold Doors, 1315 Greene Avenue, Montreal 
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Better Looking 

Fabric covering conceals all 
operating mechanism. No 
cornice needed. Adjustable 
trolleys keep doors hanging 
flush to jamb. 


Longer Lasting 

Balanced hinge construction 
both top and bottom. Trol- 
leys attached at hinge inter- 
sections. No sidewise twist 
or pull, 


Better Background 
Over 100,000 “Modernfold” 
doors now in operation—a 
backlog of space engineering 
experience that's your guar- 
antee of satisfaction. 


YOU CAN’T GET MORE IN A FOLDING DOOR 


the doors that fold 
like an accordion 


New Castle Products 
Box No. 544 
New Castle, Indiana 


a 


G wor 
DOORS 
by NEW CASTLE 


COPYRIGHTED NEW CASTLE PRODUCTS 1953 


doors. 
Name . 
Address 


f 
| 
| Please send full details on “Modernfold” 
| 
| 
l 
| 
I 
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al? conditioning 
lets you step out into comfort 
when you “park at your desk” 


9 


CONDITION 
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air conditioning 
refrigeration 


industrial heating 


\) 
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The 10-story Cafritz Building, just two blocks from the 
White House in Washington. D. C., 


in the world with parking facilities in the center of each 


is the only building 


floor. Tenants drive up ramps inside the building. step 
out of their cars and into their offices in keeping with the 
Cafritz slogan: “Park at your desk.” = But this con- 
venient parking feature is only one reason why Cafritz 
tenants renew their leases. The Cafritz Building, like more 
than 200 other multi-story buildings all over the world, 
makes its own indoor climate with a Carrier Conduit 
Weathermaster* System. This Carrier system of air con- 
ditioning (1) provides year-round comfort through under- 


the-window Weathermaster units individually controlled 
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in each office, (2) saves space by using small, high-velocity 
air conduits, (3) cuts costs because of its simplified in- 
stallation and centralized maintenance. = So successful 
is the Cafritz Building that another will be started before 
the end of the year. = Carrier equipment can meet the 
most exacting requirements whether your plan involves 
a new kind of office building or a modernized old building. 
Carrier people founded the air conditioning industry more 
than 50 years ago. All this experience is yours to com- 
mand. Look for Carrier in the Classified Telephone Direc- 


tory. Or write Carrier Corporation, Syracuse, New York. 


Architect: Le Roy L. Werner. Consulting Engineer: William A. Brown 
General Contractor: Cafritz Construction Company 


Mechanical Contractor; Mehring and Hanson Company æ Reg. U, S. Pat. ON. 
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“Teamwork Does It,” 


SAYS ARCHITECT, C. MELVIN FRANK 


> ~ ie om ee 


w ia 


DON M. _CASTO_- DON M. CASTO, JR. DEVELOPERS COLUMBUS, OHIO 


THE ARCHITECT, THE BUILDER AND YOUR LOCAL 
MACOMBER REPRESENTATIVE MAKE A TEAM 


Architect C. Melvin Frank, A.I.A. of Columbus, Ohio has specified and used Macomber 
Steel Building Products for many of his projects. 


He has found a winning team in working with the Don M. Casto organization and the 
Howard S. Sterner Co., the Columbus Macomber representative who has expedited 
his steel and assisted all along the line as Consulting Structural Engineers. 


Working together, this team has completed one ldrge shopping center after another 
and expanded those completed in recent years to accommodate the patronage centered 
in these attractive units. 


To any Architect and Builder anywhere, there is a message that pays dividends in 
the teamwork you can expect from your Macomber Representative. Call him for 
valuable assistance on your next steel building project. 


ORIGINATORS OF THE OPEN WEB STEEL JOIST 


STANDARDIZED STEELY BUILDING PRODUCTS 
V BAR JOISTS * LONGSPANS STEEL TRUSSES ¢ STEEL DECK 


MACOMBER INCORPORATED 


CANTON 1, OHIO 


e ENGINEERING « FABRICATING AND ERECTING ° 
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Richards -Wilcox 


SCHOOL 


Photo shows how entire interior of an 
R-W No. 833 Multiple-Action Master 
Control Door Wardrobe is instantly 
accessible, instantly exposed for air- 


WARDROBES 


ing, simply by opening master door. 
9. Ply by 


We had Johnny in mind when we designed R-W school ward- 
robes. Johnny’s health, comfort and convenience—not to mention 
his occasional frivolous moods—were all factors to be considered. 

For instance, the problem of achieving maximum hygiene 
and comfort was solved by a unique system of doors. This system 
allows fresh air to circulate through the clothes. It helps reduce 
musty odors, keeps the wardrobe sanitary and allows damp 
clothes to dry quickly. And R-W Wardrobes have no inaccessible 
walls and corners. Cleaning’s a snap, and they’re easy to keep 
clean. 

And what could be more convenient for youngsters than 
doors that open at a touch, with knobs and inside hooks easily 
accessible to even the smallest child. 

The rugged construction of R-W School Wardrobes is designed 
to withstand heavy usage—especially those days when Johnny 
and his friends are “feeling their oats.” 

Richards-Wilcox School Wardrobes are manufactured 
according to three standard principles of operation: M 
\ 


Each type can be fur- 1. Individual Door Operction—fully receding 

nished with flush doors, 

coat racks, chalk boards, | 2. Pair Door Operation Aj 

cork boards and other vi 
accessories. 3. Multiple Door Operation /} 


For complete information about Richards-Wilcox School Wardrobes, 
write to: 


Richards-Wilcox Mfg. Q 


Pet. Of, A MANGER FOR ANY DOOR THAT SLIDES 
SLIDING DOOR HANGERS A TRACK e PRE 
DOORS & FIXTURES # GARAGE DOORS & EQUIP. 
MENT © INDUSTRIAL CONVEYORS & CRANES 
© SCHOOL WARDROBES & PARTITIONS « 


ELEVATOR DOOR OPERATING EQUIPMENT 110 THIRD STREET, AURORA, ILLINOIS 


ELECTRIC LIGHTING continued 


these units. No maintenance costs are fig- 
ured for replacement of parts, since this is a 
very minor item and hard to judge. Power 
costs are based on the rate in the Grand 
Rapids area of 3¢ per kw-h. 

Heating costs are figured with oil as the 
fuel. Purchase price is 12.3¢ per gal. 


Outline specifications of the five class- 
room types: 

l. Standard-size 28’ x 32’ classroom with 
narrow end to outside wall. Glass carried to 
ceiling to eliminate steel lintel and brick- 
work. Ceiling height 9-6”. Fluorescent fix- 
tures: 2 tubes 96” T-8 200 M.A, 8’ above 
floor. Incandescent: 300-w. 3-ring silver 
bowl 8’ above floor. 

2. Unilateral light with saw-tooth moni- 
tor. Glass in outside wall and glass block 
in the monitor. Standard 32’ x 28’ class- 
room with side to outside wall, Ceiling 
height 9-6” to 13’, Fluorescent fixtures: 
2 tubes 96” T-2 425 M g 


Incandescent: 500-w. 3-r 


above floor. 


g silver bowl 8’ 
above floor. 

3. Flat roof unilateral—vision strip be- 
low—glass block to ceiling. Standard 32’ 
x 28’ classroom with side to outside wall. 
Ceiling height, 12’. Fluorescent fixtures: 
2 tubes 96” T-12 425 M.A. 9’ above floor. 
Incandescent: 500-w. 3-ring silver bowl 9’ 
above floor. 

4. Bilateral lighting with clerestory, out- 
side walls glass, clerestory glass block. 
Standard 32’ x 28’ classroom with side to 
outside wall. Ceiling height, 8’ to 13’. 
Fluorescent fixtures: 2 tubes 96” T-12 
M.A. 8’ above floor. Incandescent; 500-w. 
3-ring silver bowl 8’ above floor. 

5. Toplighted with 4’ x 20’ directional 
glass block, outside wall glass. Ceiling 
height 9-6”. Fluorescent fixtures: 2 tubes 
96” T-12 425 M.A. 8’ above floor. Incan- 
descent: 500-w. 3-ring silver bowl 8’ above 


floor. 

The following basic details are standard 
for all five types: 1) concrete footings 3’ 
below grade; 2) reinforced concrete walls 
to floor level; 3) interior walls concrete 
block exposed and painted; 4) exterior 
walls same, faced with brick outside; 5) 
4’ reinforced concrete slab on earth cov- 
ered with 14” asphalt tile; 6) steel bar 
joist spanning between division walls, 214” 
gypsum deck on gypsum lath, 1” rigid 
insulation over gypsum deck with 4-ply 
tar and gravel roof, 34” gypsum lath and 
brown coat of plaster with 14” acoustical 
tile; 7) unit ventilators with wall-to-wall 
air intake strips and cabinets complete with 
individual room temperature control, plus 
day and night temperature control. 


THE MAGAZINE OF BUILDING 


| 
i 
| 
I 
l 
| 
l 
l 
| 
| 
| 
l 
l 
l 
l 
l 
l 
| 
| 
l 
l 
| 
l 
l 
l 
| 
| 
l 
l 
l 
| 
| 
| 
l 
| 
| 
| 
| 
| 
| 
l 
l 
| 
l 
l 


Fenestra 


BUILDING INFORMATION 


Fenestra Awning-Type Win- 
dows in Clemson College 
(Chemistry Building), Clem- 
son, $. C. 


Architect: Hopkins, Baker & 
Gill, Florence, S, C. 
Contractor: Industrial Builders 
Inc., Anderson, S. C. 


This school was designed for the students! 


Seems unnecessary to say that, but so many schools 
are not, 

So many look cold, closed-in, dead-gray. But not 
these classrooms, Look at those wonderful, wide- 
open areas of clean clear glass. They brim-fill the 
rooms with eye-easy daylight. They make the whole 
atmosphere bright and cheerful and alert. And you 
and your students have the freedom to see out. 

These are Fenestra* Intermediate Steel Windows. 

You get extra clear glass area because Fenestra’s 
frames are designed to be strong and rigid without 
being bulky. 

Out-projecting vents serve as canopies, shedding 
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rain to the outside while providing abundant 
fresh air. 

Windows can be washed and screened from inside. 

They are available Fenestra Super Hot-Dip Gal- 
vanized ...o painting necessary. 

Fenestra has been first for almost a half century. 
Don’t settle for lesser windows. Not when you can 
get the best for so little money. Call your Fenestra 
Representative, listed in the yellow pages of prin- 
cipal city phone books. And write for your free copy 
of Better Classroom Daylighting. Detroit Steel 
Products Company; Dept. AF-10, 2296 East Grand 
Blvd., Detroit 11, Michigan. = 


| INTERMEDIATE STEEL WINDOWS 


For better school environment 


Pallet 


ws 


@ it's AIRCOMB... an exciting development of the Douglas Aircraft Company. 


AIRCOMB isa honeycomb structure of Kraft paper impregnated with a 
phenolic resin. In use it is sandwiched between faces of thin material such as 
aluminum, wood, plywood, stainless steel or magnesium. 

It is shipped pre-cut in any thickness from 1/16” to Ss". 

In panels, this high-strength material is 16 times oS rigid as an equal weight 

of steel! It is durable, fire-resistant, pest-resistant and has excellent 

insulation and soundproofing properties. 

Illustrated at right are some present and potential uses of AIRCOMB. Engineering 
advice on how to adapt this superior structural material to your needs is available. 


AIRCOME ee 


elo TRADE MARK 


Air-Cargo container 


uct OF DOUGLAS AIRCRAFT COMPANY, INC. Drafting board 


reign countries ore evoilable 


AIRCOMB Section, Douglas Aircraft Company, Inc., Dept- L-12 
3000 Ocean Park Boulevard, Santa Monica, California 


Please send descriptive brochure and a sample of AIRCOMB- 


Name —— a 
a ia ___ Position ——— ee —— 
———— a — — = 
<< E 
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FOR RADIANT HEATING we ex-bond CHASE” COPPER TUBE 


For floor or ceiling radiant heating jobs, makes perfect radiant heating installations. 
architects and builders prefer Chase Copper = Youcan’t beat it for quality, thermal conduc- 
Tube. It’s easy to bend. It’s lightweight. tivity and corrosion resistance. Write today 
Together with Chase Solder-Joint fittings it for FREE 50-page Radiant Heating Book. 


& The Nation’s Headquarters for Brass & Copper 
ASC mss Tomni EEE 
BRASS & COPPER *" — fa 


Bi 
Chicago Newark (Tsales 
WATERBURY 20, CONNECTICUT + SUBSIDIARY OF KENNECOTT COPPER CORPORATION Cincinnati Indianapolis New Orleans office only) 
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REVOLVING DOORS 


minimize entrance 


ONLY ONE-FIFTH THE AVERAGE 
COST of swing-door maintenance— 
only periodic lubrication plus an annual 
service check—are required to keep 
revolving doors in peak operating con- 
dition under any and all conditions. 


That’s because ONLY revolving doors 
are always balanced against pressure 
and leverage, always open at a touch... 
yet always closed to outside drafts, dust 
and noise. There are no door closers to 
break or adjust, no hinges to sag, no 
slamming. No wonder—along with the 
other cost-saving advantages demon- 
strated at the right—that over half of all 
revolving door installations replace 
swing doors! 


See our complete catalog in Sweet's. 
And write today for our special revolv- 
ing door booklet, covering all the self- 
paying features of these finer entrances. 
You'll find it profitable reading. 


maintenance 


ou risk asking Your 


E ma e ents si 

s the jaia prevent 
z Os wane beat toy days? 
With air conditioning: 


rance 
o o doe: -i neat t, 10 minimize 
sts? 


nce assure 


hi 
ion ao re h hours? 


IN CANADA — International-Van Kannel Doors ore available 
through Eastern Steel Products, Ltd., Toronto and Montreal. 


ACOUSTICS continued from p. 188 


addition in the Catskills, N.Y., Architect 
Henry L. Blatner uses a similar deck 4” 
thick spanning 834’ between exposed 
welded steel beams; the deck costs 70¢ per 
sq. ft. in place. 

b Acoustic roof decks are also made of 
light-gauge steel welded into hollow box 
sections that double as framing members. 
At the Union Free High School, Kenosha, 
Wis., Architect Lawrence Monberg uses 16- 
g. prefabricated box sections, 6” deep, 
spanning 23’ across classrooms. Each sec- 
tion contains sound-absorptive material and 
the steel underside is drilled with 14” holes, 
giving a noise-reduction coefficient of 80%. 
Cost of this deck is $1.67 in place. 

> In the two-story lift-slab limestone Town- 
ship High School, Peoria, Ill. (AF, Sept. 
°53), Architects Hewitt & Bastion used pre- 
cast, light aggregate hollow blocks as form- 
work for their slabs. Left exposed in the 
finished slab, the blocks cut noise 50%. 
Cost of slab: $2 per sq. ft. 


Insulation and absorption 


There are two distinct facets to the prob- 
lem of noise control in schools. First, the 
reduction of noise transmission between 
rooms, which calls for the use of sound- 
insulating materials; then the control of 
noise within a room using sound-absorp- 
tive materials. These two materials are 
quite different. Sound insulation is depen- 
dent upon weight and, roughly, doubling 
the weight adds about 5 db to the wall con- 
struction, thus: 


Wt. per Sound 
Homogeneous wall sq. ft. trans, 


2” block plastered ... 18lb. 35 db 
4” block plastered . 35 1b. 40 db 
4%" brick plastered . 60 Ib. 45 db 
9” brick plastered ... 115 lb. 50 db 


Note: discontinuous construction, with an air 
space or sand fill between the two faces of a 
partition, is considerably more efficient. 


In contrast, sound-absorptive materials are 
porous, designed to take in and absorb 
sound energy, but give no insulation. 
The place for sound-absorptive materials 
is in the noisy areas of the school—in 
gymnasiums, handicraft shops, typing 
classrooms. If possible these should be 
physically separated from the more quiet 
study areas—hest of all, in distinct build- 
ing groups separated by planting. Normal 
speech is easily heard through a 30-db 
partition wall, consequently a minimum of 
40 db is usually specified between class- 
rooms. Adjoining open windows or ducts 
might be a source of noise leakage; solu- 
tions: a solid, impervious baffle between 
windows, acoustical linings for the ducts. 
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Here’s the Interesting Story of 


MERICAS MOST AMAZING ACOUSTICAL JOB 


WORLD'S LARGEST 
lachine-Placed 
ACOUSTICAL 
INSTALLATION 


US. Arm 
Fort 


ee 


THEY CAME TO WATCH FROM ACROSS AMERICA! 


Plastering contractors from all corners of the nation traveled to see this ag 
F a ` s 3 2 tractors: 
job because it is a revolutionary new technique of acoustically treating iý s. Con Ch ca 

= z = Sago. 
large areas with amazing speed. And they were impressed! 


Unbelievable, but true! 
2250 Square Yards of Finished Acoustical Per Day! 


No wonder Zonolite Acoustical Plastic was specified in the Army Finance 
Center project! Ease of application, plus Zonolite's benefits of top sound 
absorption, beauty, and super fire protection make Zonolite the ideal 
acoustical material for government buildings, hospitals, 
hotels, office buildings, stores, homes, etc. Find out how 
you can make Zonolite Acoustical Plastic work wonders 
jor you in maintaining the maximum degree of sound 
ance En conditioning, beauty and fire protection—at low cost. 
beautiful finish achieved a 7 
without use of plaster : 0 Before starting your next job get the full story of the 
pal Maanineniman world’s largest machine-placed acoustical job. Mail 
smoducesy EOIN sound, E coupon for story, "30. Acres of Acoustic!” and free 
gives noise reduction co- K descriptive booklet giving complete information about 
efficient of 0.65. B time-saving, cost-cutting Zonolite Acoustical Plastic. 


a. ZONOLITE COMPANY 


NO FURRING! 135 S. LaSalle St., Dept. AF-103, Chicago 3, Ill. 
Photo shows appli- 

cation of Zonolite 
Acoustical Plastic. Zonolite Company,135 S. LaSalle St. 


cay el Dept. AF-103, Chicago 3, Illinois 
= d Gentlemen: Please send story “30 Acres of Acous- 
tic” and free descriptive booklet PA-5 on Zonolite 
Acoustical Plastic. 


——--———-—-—-—------- 45 


ment, Combination of Zonolite Acoustical Plastic and : ; 
plaster placing equipment accomplished unprecedented C Architect [] Builder [] Other 
record acoustical Installation 


| 

| 

| 

| 

| 

| 

Photo! shows secret of this high speed acoustical treat. GS | 
=i 


(ee See 
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The clean, smart lines of continuous rows 
of glass-enclosed Day-Brite troffers give a 
cheerful and distinctive appearance to the 
hospital entrance and corridors. 


Good Hospital Design Includes 


ARCHITECT-SPECIFIED DAY-BRITE LIGHTING FUNCTIONS 


AS AN 


The new Mercy Hospital in New Orleans is a credit 
to the architects who designed it . . . another of a 
growing number of really fine medical centers to 
come from architects’ boards in the last decade. 
Mercy Hospital is a good hospital because its de- 
signers rejected half-answers to problems that came 
up during its planning. 

The lighting, for example. It might easily have been 
overlooked and underplanned because of the maze 
of specialized and difficult problems that always con- 
front the hospital designer. It wasn't. 


In Mercy Hospital, the lighting helps tremendously 
to create a pleasant, cheerful and comfortable atmos- 
phere for the hospital staff, patients and visitors. The 
architects have used good lighting as a tool to 
heighten the value, efficiency and workability of a 
well-conceived circulation pattern. In each of its 
many applications, Mercy Hospital's lighting system 
was given a major job to do... and it does it well. 


INTEGRAL DESIGN ELEMENT 


Day-Brite bed lamps provide soft, com- 
fortable illumination in patients’ rooms. 
These direct-indirect units are designed 
especially for hospital installation. 


IN MERCY HOSPITAL 


Favrot, Reed, Mathes & Bergman chose Day-Brite to 
get the one line of lighting equipment that matched 
the quality of their conception. 


> X X 


Good lighting is a basic element of any form of good 
architecture. 


The Day-Brite line is not a substitute for the thought 
and planning you give your lighting problems. But 
it is the one line of modern lighting equipment with 
the versatility . . . the clean, simple design . . . the 
quality of engineering and construction . . . the ex- 
tremely low maintenance factor . . . that guarantee 
the effective results you want. 


We invite your thorough investigation of Day-Brite 
equipment ... and the claims we make for its 
superiority. We think your opinion—and decision— 


will be mutually beneficial to both of us. 


Service areas in Mercy Hospital are lighted 
with the famous Day-Brite VIZ-AID® 
fixtures. These modern, all-white units are 
efficient and easy to service and relamp. 


a et ee 
Mercy Hospital in 1, Architects 


DeLaureal and Moses, Ce g Engineers © Farnswo , Inc., General Contractors 


“DECIDEDLY BETTER” 


DAY-BRITE. 
Lighting Firtures 


‘ating rooms, Day-Brite trof- In the hospital's Day 
fers provide peripheral lighting around DAY-LINE® industrial fixtures Avenue, St. 
the operating table to keep down bri used. Slotted reflectors permit 10 
ness and shadow contrasts for surgeons. lighting to reduce brightness contrast. 6, Ontario. 


ighting, Inc, 5405 Bulwer 
Louis 7, Missouri. In Canada: 
Amalgamated Electric Corp., Ltd., Toronto 


TOPLIGHTING FOR CLASSROOMS 


Illuminating engineers reveal new technical data on use of plastic 
domes and glass-block skylights 


Among the many papers presented at the National 
Technical Conference of the Illuminating Engineering 
Society last month in New York, three on toplighting 
were of particular interest to school architects and 
school officials. Excerpts from these three papers ap- 
pear below. 


| Daylighting with plastic domes e 


Plastic domes have been found to be effec- 
| tive for complete daylighting of an interior 
and as an adjunct to side-wall windows. With 
unilateral side-wall fenestration, the illumi- 
nation is at a maximum near the window and 
decreases as the distance from the window 
increases. With a daylighting fixture such as 
the dome, the daylight can be put where 
needed, so as to result in a uniform illumina- 
tion distribution. 

| Domes fill in with daylight where the side- 
| wall illumination drops off. Where the class- 
| room is not deep in comparison with the win- 


continued on p. 232 


* By Bernard F. Greene, consulting engineer of 
New York, based on studies sponsored by Wasco 
Flashing Co. 


Home buyers dread the risk of a plumbing 
drainage failure. To avoid this obnoxious incon- 


venience and unnecessary expense, they equip 


BASIC ADVANTAGES 
OF CAST IRON 
SOIL PIPE 


their houses with service-proven Cast Iron waste 
pipe lines and house sewers. 


Cast Iron Pipe lasts for centuries. Authentic 
records show Cast Iron Pipe to be in good con- 
dition after centuries of service—over 100 years 


1 RUGGED METALLIC STRENGTH 
Does not crush, bend, flatten, shatter. 
Resists corrosion, mechanical damage, 
and ground settlement. 


in this country, over 300 years in Europe. The 


durability, dependability and economy of Cast 
Iron is no theory. It's a proven fact. 


E 
O, 
0O 


2 ZERO MOISTURE ABSORPTION 


For new construction or for replacing failed 


substitute materials, use Cast Iron Soil Pipe— 3 NO COMPLICATED TRENCHING z = =i 
3 : i 3 Lay Cast Iron pipe shallow or deep in if 
the only time-tested material for plumbing drain- any kind of soil. No packing with sand FLOOR PLAN 


é e ial trench filli irod. 
age which has the durability that lasts for cen- e aaia ai 


TOTAL E 


turies. APPROVED 
Cast Iron is the only plumbing drain- 
age material approved by ALL national, 
state, and city building codes for use 


from ‘‘street to roof." 


ya WALL WINDOW 


5 LEAKPROOF JOINTS 


Cast Iron gives permanent tightness of 


Woodward Iron Company does not manufacture 
pipe, but we supply leading Cast Iron Pipe 
foundries with high grade foundry pig iron 
from which pipe is made. 


(FOOT CANDLES) 


joints with flexibility. Eliminates wall 
damage and clogging by tree roots. 


MAINTAINED ILLUMINATION 


DISTANCE FROM WINDOW (FEET) 


CURVE OF ILLUMINATION VERSUS DISTANCE FROM WINDOW 


W fe) (6) D WA R D | R fe) N C (0) M P A N Y Three 3' x 4 domes about 25' from 7' high win- 


dows raise lighting curve in otherwise dark area 


WOODWARD, ALABAMA | of 30" deep classroom. 
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THE DOOR WITH THE 
UNBEATABLE GUARANTEE 


This Weldwood Fire Door in the Union Theological Seminary has faces of genuine 
oak veneer. Rotary-cut unselected birch is standard veneer, but other sliced or rotary- 
cut domestic or foreign woods are available. Architects: Collins, Willis and Beckonert. 


Weldwood fire doors and Stay-strate doors keep the schools you build safe 


WE GUARANTEE: ing all labor costs—if they should fail to WELDWOOD FIRE DOORS are approved by 
Weldwood Fire Doors and Stay-Strate °M® UP to these standards. the Underwriters’ Laboratories for class B 


Doors are unqualifiedly guaranteed for life and C openings. Beautiful hardwood veneers 


for either interior or exterior use. WELDWOOD MOVABLE PARTITIONS— the - - - dge-banding of fireproofed lumber . . . 
; perfect answer for nearly all types of flush incombustible mineral cores. Extra strong, 
lf properly installed, will not warp or subdividing partition, Light weight, strong, easy installation, low cost. 


stick in summer. dimensionally stable, easy to install and com- 
pletely flexible. A variety of beautiful hard- | THE WELDWOOD STAY-STRATE DOOR— 


Will not shrink in winter. wood veneers from which to choose. The panels same core material as Fire Door but edge- 
also have the incombustible mineral core. banding is not fireproofed. Wide selection 
of veneers. 


Will be replaced without charge—includ- 


®¢ CN 
Weldwood -= 


DOORS AND PARTITION PANELS 


United States Plywood Corporation 
WORLD'S LARGEST PLYWOOD ORGANIZATION 
Weldwood Building, 55 West 44th Street, New York 36,N.Y. and fC MIEIREDS een even cceccccereeeserersrecesreescrersesscrenscenes 
U.S.-Mengel Plywoods, Inc. Louisville, Kentucky 
DISTRIBUTING UNITS IN 60 PRINCIPAL CITIES 


UNITED STATES PLYWOOD CORPORATION 
Weldwood Building, 55 West 44th St., New York 36, N. Y. 


Please send me free literature on: AF-10-53 
[0 Weldwood Fire Door and Stay-Strate Door. 
[J Weldwood Partition Panels. 
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A flying trip 


through Lever House 


on those 


heavenly carpets 


by Lees! 


Lever House, where Lees 
Carpets set the dec- 
orative keynote. Interior 
installations by the Con- 
tract Division of W. & J 
Sloane, Raymond Loewy 
Corp., Interior Designers 


Lever House elects Lees! Engineered for tomor- 
row, Lees Contract Carpets make the perfect 
floor covering for Lever Brothers’ spacious new 
glass-walled wonder-of-the-world! Here—air, 
light and perfectly co-ordinated color effects 
—open the door to a vast new architectural 
world, Lees Carpets fit perfectly into this great 
new design for industry. Specially constructed 
to withstand wear and steady traffic, they come 
in a wide range of colors, patterns, textures, 
and custom designs for special interiors. Send 
for specific information from James Lees and 
Sons Company, Contract Carpet Division, 
Bridgeport, Penna., or offices in principal cities 


Te Á JAMES LEES AND SONS COMPANY 


_ BRIDGEPORT, PENNSYLVANIA 


CARPETS MAKERS OF LEES CARPETS AND RUGS 


A glimpse into Harriet Hubbard Ayer Buyers’ Salon gives 


the visitor a feeling of fashion and feminine delicacy. 
The carpet is Lees Locksett in soft dusty pink. 


Gracious Glowtuft-by Lees, an embossed effect 


Wilton carpet, spreads hospitality and gentle color over 


the broad expanse of the 21st floor reception plaza. 
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lighting Completely Installed 
in 86 minutes! 


costs cut 27% with 
UNISTRUT’ 
channel and fittings 


New fluorescent lighting was recently installed in 18 
classrooms at Lincoln School, Eau Claire, Wisconsin, 
in record time at a huge savings in cost over conven- 
tional methods. “Before and after” photos prove how 
fast the job was done. In first photo fixtures are just 
being unpacked at 2:03 p.m. At 3:28 p.m. second 
photo shows installation of three 24 ft. rows com- 
pleted, room cleaned, tools and accessories moved to 
next room for installation there. Total time 85 minutes. 


This job* is just one of hundreds where the UNISTRUT 
system has helped produce the maximum in lighting 


efficiency while saving installation time and money. 


PERFECT ALIGNMENT 


UNISTRUT channel is rigid, straight and strong—gives true 
alignment that servicing can't disturb. 


ADDED SAFETY 


UNISTRUT installations are safer. Continuous row becomes 
a single integrated unit—weight is equally distributed along 
all suspension points. 


COMPLETE FLEXIBILITY 


UNISTRUT installations are made in spite of ceiling irregu- 
larities. Stems can be attached at any point along channel. 


LOW COST Pe *Garden City Plating Company, Chicago, Ill. Fluorescent Fixtures. 
The UNISTRUT system is quickly, easily erected. Saves E, F, Klingler & Associates, Eau Claire, Wis. Architects and Engineers. 
costly installation time—permits wiring to be done at working  Roshell Electric Service, Chippewa Falls, Wis. Electrical Contractor. 
level. Fewer hanger rods are needed. Approved as wireway 


in Chicago and more than 20 major cities. 


It'll pay you to find out how the UNISTRUT system will 

help solve your lighting installation problem—/aster, —S P 
better, at lower cost. Contact your nearest UNISTRUT Snap-in S SS & 

distributor or dealer today—he’s listed in your tele- Eee: Fina 0:940. 


phone directory. 
Write today for free Fluorescent 


_— Hanger Has f 
Fitting P-2335. Lighting Bulletin FF-3 
U. S. Patent Numbers UNISTRUT P-1000 or 


2327587 2329815 2345650 = P-2000 Channel. 


2363382 2380379 2405631 i N 2 UNISTRUT PRODUCTS COMPANY Dept. F10 
2541908 Other Patents Pending 2 | A 5 1013 W. Washington Blvd., Chicago 7, Ilinois 
End View N E 


of Fixture 
Mounted on 

UNISTRUT 

Channel. 


Please send Bulletin FF-3, without obligation. 


Name. 


Catalog in Sweet’s 1953 Architectural, Plant 


@ Company — 
Engineering and Industrial Construction Files. 


Address. 


City. 
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~ TOPLIGHTING: consinuea 


dow height, one row of domes is all that is 


g required. For rooms that are deep in com- 
33 parison to the window height, two or more 
EE rows of domes should be used. The required 
$3 a number of domes also varies with the room 
pe length, as the wider the side-wall window, the 
Assuming a sky brightness of 1,000 ft. lamberts, 3 greater is the light penetration into the room. 


DISTANCE FROM DOME (FEET) 


For rooms without side-wall windows, the 
domes can be placed uniformly throughout 
the area, similar to the design of an artificial 
lighting system. In general, the spacing be- 
tween domes should not exceed one and a 
half times the ceiling height, while the spac- 
ing between the first row of units and the 


one 4 square translucent dome distributes light 


up to Il’, CURVE OF ILLUMINATION VERSUS DISTANCE FROM DOME 


wall should be one-half of this value. For the 

Feature the Front with large-size dome units the spacing can be up 

to twice the ceiling height. Where the task 

to be illuminated is high above the floor, 

M O U N T A I R Y G R A N I E E such as rows of bins in a warehouse, the 
spacing between units should be reduced. 

Each installation has to be considered sep- 
arately. The domes have to be arranged to 
give uniform illumination of the required in- 
tensity. For the most economical design, the 
smallest number of units should be used, as 
the larger units are more efficient. . . . 

Engineering for daylight is more than com- 
pensated for by availability of good light 
throughout the day. It is also possible to il- 
lustrate that the added costs for installing a 
daylighting fixture can be offset by the result- 
ing saving in electrical energy costs. It will 
be noted that only energy costs are considered, 
as it would be necessary to install a complete 
artificial lighting system to take care of the 
dark days and nighttime usages. 

As an example of a cost comparison, let us 
take a room 75’ long, 50’ wide and 20° high. 
The reflectance of the ceiling is assumed to 
be 75% and the wall reflectance 50%. To 
obtain 30 lumens per sq. ft., ten 5’ x 8’ domes 
are required. The cost of these units installed 
is on the order of $4,000. The cost of roofing, 
which would have to be installed in place of 


Mount Airy High School, Mount Airy, North Carolina 
Front feature and trim of Mount Airy Granite aa a 

Graves and Toy, Charlotte, North Carolina, Architects these units, is approximately $500. 

Robert H. Pinnix, Gastonia, North Carolina, Gen. Contractor To illuminate this room to the same level 


using fluorescent luminaires would require a 
total of 8,000 w. Assuming a use of 250 days 
per year, 8 hours per day, and an energy rate 
of 3¢ per kw-h, the usual energy cost is $480. 


.. make your building outstanding at minimum cost 


School building budget limited? Mount Airy Granite for entrance The lamp cost would be about $120. Cost of 
feature offers you the desirable combination of distinctive beauty artificial illumination during days in which 
and lifetime durability to make your building outstanding—PLUS insufficient daylight will be available is taken 
big savings in using other materials for the balance of the structure. as 15% of $480 plus $120, or $90. The time 


tees 5 = x required to pay off the added cost of the day- 
Remember, too, that the distinctive light grey (almost white) light fixtures would be (4,000—500) / (480-+ 


coloring of Mount Airy Granite lends itself to unlimited design 
opportunities fer schools, churches, hospitals, hotels, institutions, 
public and community buildings. 

Why not specify Mount Airy Granite for approach facings, sills 
and copings to dress up your building at minimum cost? 


120—90) or less than seven years... . 


Toplighting with glass block* 


To assist the lighting engineer in planning 
proper toplighting panels, some “rules of 


thumb” have been developed. For example, 
continued on p. 236 


NORTH CAROLINA GRANITE CORPORATION 
MOUNT AIRY, NORTH CAROLINA 


* By H. F. Kingsbury, W. H. Billhartz and R. W. 
McKinley of Pittsburgh Corning Corp. 
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| WORLD'S SMALLEST 
COMPLETE mm |... 


MOTELS HOTELS 
APARTMENTS 


ey = OFFICES FACTORIES 
; zia =f —s INSTITUTIONS 
aan N A SMALL KITCHENS 
e wo 5 ND TRAILERS 


a e PATIOS 
PEE) 


General Chef complete kitchen units 
fit in 5.4 square feet. 

The ideal solution wherever 

space and dollars are important. 


SINK One-piece porcelain top of heavy 
gauge steel. Faucets and all hardware 
triple-chrome plated. Units also available 
without sink. 


BURNERS Units come with 3 gas burners 
leasily adjusted for bottled, natural or 
manufactured [L.P.] gas), or 3 electric 
burners (220 V.) or 2 (110 V.). 


REFRIGERATOR Four cubic feet of space. 
Electric (sealed, self-oiling Tecumseh vnit). 
Owens-Corning Fiberglas insulation, Con- 
venient bottle shelf in door. 


FREEZER Holds 9 ice cube trays, or 12 re i È 5 YEAR GUARANTEE 


standard frozen food packages. 
Every General Chef Unit is guaranteed in writing 


STORAGE DRAWER Ample storage to give trouble-free service for 5 years! 
space for pots and pans. 


WRITE for complete information 


and specifications if you are building, 
remodeling, designing — you will be interested 
in the space and money you can save with 
General Chef units. Several models ore avail- 
oble. Fully guaranteed. WRITE TODAY for 


complete information and specifications on all 
General Chef units. We will also send you name 
ond address of distributor nearest you. 


NATIONWIDE SALES AND SERVICE 
NEW YORK: Dept. B, Suite 762, 11 W. 42nd St.; LOS ANGELES: Dept. B, 4536 E. Dunham St. 
CHICAGO: Dept. B, Room 1108, Merchandise Mart 


GENERAL CHEF, Dept. B, 4536 E. Dunham Street, Los Angeles 23, Calif. 


Please send me complete information and specifications on General Chef units, and name of nearest distributor. 


NAME. — STREET & NUMBER. 


CITY. ZONE 
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DOOR DEVICES 


Used in Foremost 
Buildings Everywhere 


ter 


= 
gr Glynn-Johnson Corporation Steuer 
holders, bumpers, and specialties... for all types 
. ' < k 
CORPORATION Builders Hardware Specialties for Over 25 Years of doors in public and commercial buildings. 


4422 N. Ravenswood Ave. Chicago 40, Illinois 


...@ new concept in home lighting 


at your fingertips 
with the powerstat 


Wallbox Dimmer 


Here is the ultimate in home lighting — a light control designed to replace the ordinary ON-OFF wall- 


switch . . . to permit the selection of any amount of light from darkness to full brightness. Simply by 


turning a knob, light can be set to any brightness to suit each seeing task, every activity, all occasions. 


Operation is smooth and silent. Installation is easy. The powerstat WALLBOX Dimmer is Underwriters’ 


Laboratories Approved. A variety of knobs and faceplates are available to blend with any room decor. 


Learn more about CONTROLLED LIGHT, write to: 


THE SUPERIOR ELECTRIC CO. 


12103 Demers Avenue, Bristol, Conn. 


NAME. 
THE SUPERIOR ELECTRIC CO. / POSITION. 
BRISTOL, CONNECTICUT COMPANY 
CO. ADDRESS. 
CITY. ZONE STATE. 
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TOPLIGHTING continued 


Brightness and distribution of light in 20' square 
room with skylight 5 blocks wide and 15 blocks 
long (each block.is 12” square) in 10’ high ceiling 
ranges from 10 to 22 (brightness) and 42 to 185 
foot-candles, respectively. 


EXTERIOR ILLUMINATION 1325 F T-C. 


O BRIGHTNESS 


METAL CHALKBOARD TRIM 


T- STANDARD STEEL CHALKBOARD TRIM 

2 = FORMED STEEL CHALKBOARD TRIM 

3- FORMED ALUMINUM CHALKBOARD TRIM 
4 =- EXTRUDED ALUMINUM CHALKBOARD TRIM 


Here is the one source for four 
different types of chalkboard trim 
. .. and in each type there are 
several styles of sections available. 
Thus, from Knapp, the architect 
can select the trim that specifically 
meets the design and budget of 
any school project on his drawing 
ards, 


Knapp Metal Trim installs 
quickly and easily on either metal 
or wood grounds, with any chalk- 
board or corkboard. No special 
wall construction is required. Back 
edges of trim sections are formed 
parallel to the wall for maximum 
rigidity and protection of board 
and wall finish. 


For complete information on Chalkboard Trim and 
other Knapp Trim Products, write to Dept. AF-1053 


KNAPP BROTHERS MFG. CO. ~ 


Cincinnati 16, Ohio 


ARCHITECTURAL METAL TRIM SINCE 1905 


for corridors up to a maximum width of about 
10’, a skylight composed of 12” square blocks 
spaced every 2’ will give adequate corridor 
daylighting under a wide range of exterior 
conditions. 

For complete toplighting of enclosed 
spaces, it has been established that the num- 
ber of glass block required, for most condi- 
tions, is about equal to the floor area in square 
feet divided by 6. This figure applies for 
most critical seeing areas, such as classrooms, 
offices, libraries, etc. 

For service areas such as corridors, stor- 
age areas and rest rooms or where the panels 
furnish a secondary source of light, such as 
in deep classrooms, the number of glass block 
should be about equal to the floor area in 
square feet divided by 12. 

Where several skylight panels are to be 
used to daylight an enclosed space, these 
panels should be located approximately on 
centers equal to the ceiling height for uniform 
illumination distribution, a rule of thumb 
quite familiar to most lighting engineers. For 
maximum daylight utilization, it is suggested 
that the “shafts” between the skylight panel 
and true ceiling line be kept as shallow as 
possible and that the shaft walls be main- 
tained at high reflectance, preferably above 
80%. As with all good lighting, the reflect- 
ance of the floors, desks or other furniture 
should be kept high, preferably above 30%. 
To minimize brightness contrasts between the 
glass block and the concrete joint, and as an 
aid in raising illumination levels when the 
concrete web is large in area compared with 
the glass, it should be maintained at 80% or 
higher reflectance. (See also AF, Mar. °53, 
p. 158.) 


A new kind of functional skylight * 


The Hillsdale High School of San Mateo, 
Calif. (see p. 142) follows a design that has 
been under consideration for several years. 
The unique plan of this school is its flexibility ; 
that is, all interior partitions are to be mov- 
able to allow rearrangement of classrooms, 
laboratories, etc., to suit the changing needs 
of the school. . . . It is apparent that such an 
arrangement of rooms throughout the school 
allows for an appreciable concentration of 
building area. This plan calls for each 14 
x 14’ unit to be self-sufficient in daylighting, 
heating, ventilation and supplementary arti- 
ficial lighting; these facilities to be supplied 
through the ceiling and attic space... . 


continued on p. 240 


* By R. A. Boyd of the University of Michigan 
Davlighting Laboratory and Architect John Lyon 
Reid, with the cooperation of Kimble Glass Co. 
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this chair 


goes to 
kindergarten! 


Introducing a complete line of desks, tables, chairs and cots... 
all based on the stacking principle... designed to implement 

the most varied program from pre-school to upper grades! Built to 
exacting requirements of day-to-day school use... 

as imaginative in concept as contemporary school architecture! 

A parallel development with the nationally 

acclaimed hollow block furniture and play materials of 

our affiliate company Creative Playthings, Inc. 

Write for comprehensive 32-page catalog, 

just published. 


school FA interiors Co. 


5 University Place, New York 316 N. Michigan Avenue, Chicago 


DO YOUR CHRISTMAS SHOPPING 
JUST A FEW PAGES FROM HERE 


Give your friends, clients and 


associates the perfect profes- 


sional gift, a gift that will help 


them share your irfterest in 


better buildings: 


a year’s subscription to 
architectural forum 


Just mail the gift form bound in this issue. Take 


advantage of ÍOTUM’S special Christmas gift rates. 
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Yes, you'll cut, slash, heating costs in your new school if you install 
Combustioneer Automatic Coal Stokers with Modulating Controls. 
Here’s how... 


Modulating Controls Cut Coal Bills! 


Combustioneer Modulating Controls are fully automatic. They feed coal 
and air to the fire at variable rates, starting slowly, accelerating, tapering 
off, stopping, in accord with load requirements. This levels off peaks and 
valleys in feeding, prevents over-firing and waste of coal. The agitating 
transmission keeps the fire-bed always open, free-burning. And the auto- 
matic respirator controls air delivery for maximum combustion efficiency, 
and smoke-free stacks, As a result, Combustioneer stokers get more 
heat from a ton of coal. This means less coal consumed, lower heating costs. 


Complete Range of Hopper and Bin-Feed Models! 


Combustioneer Hopper and Bin-Feed Models range in capacity from 
9 to 1000 lbs. per hour. Bin-Feed types, with pick-up worms extending 
up to 16% ft. under the coal pile, eliminate hand firing! ALL Com- 
bustioneer Stokers are precision-made, rugged, giving long life in 
hard service, 


Write today for your copy of 
Architects Heating Manual containing 
complete Combustioneer data and specifications. 


COMBUSTIONEER DIVISION 
THE STEEL PRODUCTS ENGINEERING COMPANY, 
1330 W. COLUMBIA ST., SPRINGFIELD, OHIO 


Bin-Feed Model No. 15 
Hopper Model No. 50 


GAS BURNERS * HIGH AND LOW PRESSURE OIL BURNERS 


STOKERS * HUMIDIFIERS 
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RAYNOR INVITES YOU TO BE THE JUDGE! 


CONSTRUCTION: Raynor doors (all woodwork and 
hardware included) are built complete by Raynor Mfg. 
Co. in Raynor plants only! This complete Raynor super- 
vision of all phases of producing a Raynor door, guar- 
antees coordinated construction essential in building only 
the finest wood sectional overhead door equipment. 


PERFORMANCE: A special set of “Meter Balanced” 
springs and steel ball bearing equipped “Smooth Flow” 
track rollers combine with Raynor Patented Graduated 
Seal to produce the ultimate in finger-tip control and 
weather tite seal throughout the life of every Raynor door. 


BEAUTY: The Raynor complete line of wood sectional 
overhead doors offers a door style to blend with every 
architecture. Standard plywood panel doors, and Carved 
Raised Panel doors (with the design carved in panels) are 
available in square as well as long narrow panels, and 
Raynor flush doors offer a variety in unique window 
arrangements. 


When you specify Raynor you are specifying a door 
designed and built by a company who specializes in 
building wood sectional overhead door equipment, 
Raynor Mfg. Co. offers a complete line of residential, 
commercial, and industrial doors as well as any type of 
special door that might be required to fit your plan. So 
we invite you to STANDARDIZE with Raynor —a 
quality line — a dependable line and a complete line of 
doors you may specify with confidence. 


See our catalog in Sweets. Check your telephone 
directory for the Raynor representative located 
nearest you. 


RAYNOR MANUFACTURING COMPANY 


EAST RIVER ROAD, DIXON, ILLINOIS 


Builders of a complete line of wood sectional overhead doors 


RESIDENTIAL @® COMMERCIAL ® INDUSTRIAL è FARM and RURAL 
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See what didn’t happen 
to Wall-Tex in this severe 


FIRE TEST 


This York Laboratory Test shows how Wall-Tex resists fire* 
— in this case a fire at the base of a plasterboard wall covered 
with this fabric decoration. Scorch time in this test, 15 seconds. 
Scorch distance, only 6 inches — and when the flame was re- 
moved after one minute Wall-Tex did not support a fire. These 
and other York Tests prove Wall-Tex is highly fire retardant 
when applied to a non-combustible surface. Wall-Tex is a sound 
sy and 
plaster 


investment in every way. Completely scrubbable — e 
economical to maintain. Strong cloth base controls 
cracks. Beautiful new designs, textures, colors, ready now. 


pre=-trimmed, 24 inches wide 


Any staff decorator can apply Wall-Tex with expert results. 
Edges are accurately trimmed for true matching of pattern. 
24-inch rolls are convenient to handle. Rolls are specially 
wrapped and protected. Mail coupon now. 


*Alcohol-soaked cotton was placed in an evaporating 
dish, cotton resting against Wall-Tex and ignited. 


WALL'TEX 


fabric wall coverings 


Columbus Coated Fabrics Corporation 
Dept. AF-103, Columbus, Ohio 


Send your File Folder on Wall-Tex and Sample Swatches. 


Name_ =e sone 


Gigt- a — = = = 


City. State__ 
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AMERICA’S 


FOLLANSBEE 
TERNE METAL 


There’s nothing finer in roofing anywhere than Follansbee Terne 


Metal. It is truly America’s glamour roof—proudly displayed on 
America’s finest buildings. 


No other roofing material offers architects and builders so many 
desirable features. 


IT’S SO DURABLE . . . lasts as long as the building stands! 


IT’S SO BEAUTIFUL . . . different seaming methods offer excit- 
ing, distinctive design opportunities. 


IT’S SO COLORFUL . . . paint it any color, any time. Keep that 
fresh, modern look year after year. 


IT’S SO LIGHT . . . weighs only 70 lbs. per 100 sq. ft. 
IT’S SO EASY TO APPLY . . . 50-ft. seamless rolls cover quickly, 


eliminate cross seams, save construction time. 


IT’S SO WEATHER PROOF . . . keeps weather outside. Fireproof, 
windproof, hailproof, easily grounded. The perfect answer to 
drainage problems of low-pitched roofs! 


Be sure your plans include Follansbee Terne Metal “Glamour” 
Roofing. Write for complete details today. 


FOLLANSBEE STEEL CORPORATION 


GENERAL OFFICES, PITTSBURGH 30, PA. 


COLD ROLLED STRIP SEAMLESS TERNE ROLL ROOFING 
POLISHED BLUE SHEETS AND COILS 


Sales Offices—Chica 
City, Los Angels 


Cleveland, Detroit, Indianapolis, Kansas 
aukee, Nashville, New York, Philadelphia, 
Rochester, San Francisco, Seattle; Toronto and Montreal, Canada. 


Rä, Mills—Follansbee, W. Va. 
FOLLANSBEE METAL WAREHOUSES 
i Pittsburgh, Pa. Rochester, N.Y. Fairfield, Conn. 
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gotham’s monopoint control 


recessed accentlite no. 579 


A notched broom-stick is all 
that is needed to adjust this 
monopoint control unit. 
One external knob adjusts 
both tilt (0° to 45°) 


G 


and rotation (358°). pa 


No tools required. E] 


No wrestling with hot lamps. 
Accommodates 150 wa and 
200 watt PAR side-promp lamps. 
Note face-plate finishing flush 
with plaster ceiling f 


te . B 
makes unit o 


~ 


for data: 


gotham lighting c 
37-01 thirty-first str 


long island city 1, 
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TOPLIGHTING continued = 


‘Se #463 GLASS BLOCK 


re 
M COILING HEIGHT 
CONTINUOUS TORLIGHT 


EXTERIOR ILLUMINATION 
1.000 F C ON VERTICAL SURFACE 
FROM OVERCAST SKY 


Illumination deta for 30’ x 30' classroom shows 
how glass-block skylight panels maintain rela- 


tively even lighting of room. Its window wall is PUN 


(REFLECTED CELING) E] 


also glass block. 


architectural 
porcelain 
enamel 


FOR ARCHITECTS 


Did you know .....? 


O Architectural Porcelain is available in almost any shape you need. 
[C] Curtain walls and spandrels can be colorful in Architectural Porcelain. 


O An old building can be recovered with Architectural Porcelain without structural 
changes..... it’s so light in weight. 


C You can have almost any color and texture you want. 


[O Architectural Porcelain lasts a lifetime —its colors do not fade— (these are not 
just words — Davidson backs it up with a 10-year guarantee.) 


(J Davidson has samples, and a lot of other information you should have (we hope 


seejour 
CATALOG 
n 


you write for them.) 


SWEET'S FILE 


ARCHITECTURAL 


Davidson ENAMEL PRODUCTS, INC. 


1104 EAST KIBBY STREET, LIMA, OHIO . 
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Problems associated with the daylighting 
of this school were solved by the development 
of factory-assembled skylight units using 
glass blocks designed to transmit north light 
and low winter sun, but to reflect high sum- 
mer sun (AF, Mar. °53, p. 158). Since such 
a plan represented a considerable departure 
in school design and construction, a typical 
classroom of the proposed school was con- 
structed. . . . This mock-up has a floor area of 
28’ x 28’ and a ceiling height of 12’; that is, 
it represents four of the basic units of the 
school. ... 

Measurements of the daylighting of this 
mock-up have been made periodically since it 
was completed on Feb. 9, 53. The average 
reflectances of the room are 80, 72 and 45% 
for the acoustical ceiling, walls and floor, re- 
spectively. The average working plane illumi- 
nation is 40 foot-candles for an overcast day 
that provides 1,000 foot-candles on an exterior 
vertical surface and 2,500 foot-candles on an 
unobstructed horizontal surface. The ratio 
of maximum illumination to minimum illumi- 
nation is less than 2.0, the maximum being 
directly below one skylight and the minimum 
near one corner of the room. On a clear day 
in February the average working plane illumi- 
nation at midday was 120 foot-candles, the 
diversity being substantially the same. 

The quality of the daylighting is high for 
all exterior conditions; the maximum bright- 
ness ratio being 10 to 1 between the sides of 
the wells and the adjacent ceiling. The bright- 
ness ratio between the top light and the sides 
of the well is 2 to 1 for an angle of view of 
45°. 


Hedrich-Blessing 


Experimental mock-up of typical classroom in 
Hillsdale High School shows two of the ceiling 
light wells that are topped with glass-block sky- 
lights. Also integrated in the hung ceiling are 
air-conditioning ducts and grilles, recessed light- 


ing and acoustical treatment. 
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economy and longer lasting 
concrete buildings 


use 


AMERICAN WELDED WIRE 
FABRIC is used extensively to 
reinforce concrete floors, 
roofs, walls, building col- 
umns, foundations, drive- 
ways, and drainage pipes. 


® Concrete floors, walls, and roofs are stronger 
and resist cracks better when they are rein- 
forced with American Welded Wire Fabric. 
This prefabricated reinforcement of closely 
spaced cold-drawn wires, with positive anchor- 
age provided at all welded intersections, distri- 
butes load stresses evenly throughout the con- 
crete. It reduces cracking and stops small cracks 
from spreading into dangerous structural 
breaks. 

American Fabric safely withstands a 40% 
higher working stress than ordinary reinforc- 
ing materials. (Sec. 1112-i and Sec. 306 & 505b 
ACI Bldg. Code.) It comes in a size and style 
to fit every reinforcement job you have. 

Write for our catalog American Welded Wire 
Fabric for Concrete Reinforcement. 


WELDED WIRE FABRIC can be 
bent and shaped easily to 
fit irregular forms. 


AMERICAN STEEL & WIRE DIVISION, UNITED STATES STEEL CORPORATION, GENERAL OFFICES: CLEVELAND, OHIO 
COLUMBIA-GENEVA STEEL DIVISION, SAN FRANCISCO, PACIFIC COAST DISTRIBUTORS 
TENNESSEE COAL & IRON DIVISION, FAIRFIELD, ALA., SOUTHERN DISTRIBUTORS * UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


EVERY TYPE OF REINFORCED CONCRETE CONSTRUCTION NEEDS 
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Belluschi church for Zion Lutheran congregation 


in Portland has “village character with many new 


and effective features.” 


ft) K. E. Richardson; 


~ 
e 

a 

° 


Belluschi office building for Equitable Savings & 
Loan Assn. in Portland is “an ethereal tower of 


sea-green glass and aluminum.” 


Eliminate “piece-meal’’ assembly of controls 


Specify 


the NEW 


WILL-BURT Stoker Control Panel 


FEATURES 


@ CONTROLS COMPLETELY EN- 
CLOSED in a heavy gauge steel cabi- 
net. Controls are mounted and wired 
on the sub-panel. Cabinet provides 
adequate knock-outs and convenient 
means for wall mounting. 


@ COMPLETELY WIRED AND FAC- 
TORY TESTED, the control panel is 
wired in accordance with national elec- 
trical codes and terminal blocks are 
provided. 


© ALL PANEL CONTROLS INCLUDED 
combination disconnect switches, selec- 
tor switches, hold-fire controls, shear 
pin alarms and time switch. Nothing 
more to buy. Ready to install and go 
to work, 


@ STOKERS PROTECTED AT ALL TIMES 
by individual limits, low water cut-offs 
and shear pin switches. 


NOW, you can slash through the time-consuming detail 
of checking and specifying individual controls for the 
ultimate in automatic control of stoker operation. Get all 
panel controls, of approved type and manufacture, in one 
standard unit. Specify the new WILL-BURT Stoker Control 
Panel. Installation cost is greatly reduced through the 
use of the pre-assembled WILL-BURT panel, delivered to 
your job completely wired and factory tested. 


This new enclosed control panel makes it possible for 
stokers to be operated by either a common pressure oper- 
ating control and/or their individual holdfire controls, de- 
pending upon settings of safety switches, selector switches 
and the time switch cycle. The time switch automatically 
makes the change to and from holdfire or pressure opera- 
tion, An omitting device automatically deletes the “ON” 
operation on any selected day. 


All motors are individually controlled and protected 
against overload and low voltage. Individual motor oper- 
ation and control is a feature of the bin feed control 
system. 


Save time...save on installation costs... specify the 
new WILL-BURT Stoker Control Panel. 


Get the complete story and all the data on this brand- 
new control panel today. 


Send for Specification Sheet No. SS-100, Form W-285-1. 


THE WILL-BURT COMPANY 


Box 903 


STOKERS + RESIDENTIAL BOILERS 
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ORRVILLE,OHIO 


. OQIL AND GAS 


CONVERSION BURNERS 


BOOK REVIEWS 


THE NORTHWEST ARCHITECTURE OF PIETRO 
BELLUSCHI, Edited by Jo Stubblebine. An 
Architectural Record book, F. W. Dodge Corp., 
119 W. 40 St., New York 18, N.Y. 100 pp. Illus. 
8” x 11”. $6.50 


Romantic is a word that has frequently been 
used to describe Pietro Belluschi’s architec- 
ture and the work of other architects which 
has even a faintly sensual flavor. But the 
s really more a comment on the 
state of today’s architectural design in gen- 
eral than on Belluschi. It indicates how nar- 
row and specialized in their efforts are most 
of the other acknowledged “good” architects, 
how much they have become limited, repeti- 


appellation 


tive stylists of one particular kind or another, 
very easy to label. Belluschi differ 
out after a variety of effects. But since every- 
one has to be categorized these days, he must 


; he goes 


too. 

If, however, Belluschi really deserves this 
rather distrustful tag of romantic in an un- 
romantic world, then a professional’s belief 
in emotion is romantic too. This new book 
indicates how strongly this belief is at the 
root of Belluschi’s work, in his expressed con- 
viction that architecture should be sympathe- 
tic, that it should take forms which laymen 
will “feel” and enjoy. The text unabashedly 
talks about Architecture, capitalized, but the 
core of its conversation comes through as his 
aspiration to comfort and protect people with 
fine buildings, not make a brave show of 


desig: 
“Man is a very complex animal, full of 
strange emotion and illogical desires. He is 


by prejudice, love and hatred. He 
pervaded by both idealistic and 
He can be both gre- 


swayed 


a beir 


i 


materialistic motives. 
garious and misanthropic, altruistic and self- 
ish. No one can possibly know enough about 


man to draw immutable laws, sound conclu- 
sions or certainties; I think that planners and 
like politicians, must have 
. their 


architects, just 
their ears to the ground and listen; . . 
creativeness must spring from human under- 
standing and even love. A painter, a sculptor, 
a composer may be haughty, detached and 
even arrogant, but not an architect, because 
he has a social task to perform. 

“We have taken away many of the estab- 


lished forms, so cherished by our ancestors, 
and have replaced them with stark utilitarian 
ones, which give little nourishment to the 


senses. We have taken away from the man 
in the street all the stereotyped little orna- 
ments, cornices, cartouches and green fake 
shutters, but we have not been capable of giv- 
ing him back the equivalent in emotional 
value. The fact is that after three decades of 
rather cold functionalism, we have come to 
the realization that emotion is a great force 
in our everyday world; it pervades our ac- 
tions, our political motives, our very happi- 
ness—yet emotions have not been given the 

continued on p. 244 
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Top lighting in schools... 


IN THIS ISSUE: 


window sills 


and stools 
Ny 


SAN JOSE HIGH SCHOOL 
San Jose, California 
Ernest Kump, Architect 


WHITE OAKS SCHOOL 
San Carlos, California 
John Carl Warnecke, Architect 


SKYLIGHTS » 


O’KEEFFE’S, INC. 
225 SHAW ROAD 
So. San Francisco, Calif. 


O'KEEFFE Write for literature: 

ALUMINUM ENTRANCES è WINDOWS è DOORS 
SUN LOUVERS © SMOKE VENTS 

RUIEDIINS CROSS BLADE CEILINGS 

PRODUCTS AGENTS WANTED 


YEG 
JS Y 4 
wv 


Alberene Stone is moisture-proof and chemically resis- 
tant. It never chips, spalls, or splits. It is free of main- 
tenance costs—for all time. 


l 


Entrance to General Motors Proving Grounds Building, Detroit, Michigan. Furnished 
and installed by Fire Doors, Inc., Detroit. Photo shows complete entrance, vestibule 
doors, sidelights, transoms, canopy and retur panels assembled at the factory for 
final inspection before being disassembled and packed for shipment in six sections. 


ALUMILINE 


EXTRUDED ALUMILITED ALUMINUM PRODUCTS 
Specified by Leading Architects for: 
HOSPITALS * SCHOOLS • RELIGIOUS BUILDINGS * BANKS 
STORE FRONTS ¢ OFFICE BUILDINGS * INDUSTRIAL PLANTS 
HOUSING PROJECTS * SHOPPING CENTERS 

* Extruded Aluminum Store Front Construction 

° Extruded Aluminum Factory Assembled Entrance Frames 
* Narrow and Wide Stile Extruded Aluminum Doors 

+ Custom Built Extruded Aluminum Windows 


Send for these new 1953 Catalogs. “‘Alumiline’ Store 
Front Construction and ‘‘Extrud-A-Line”’ Entrances 


THE ALUMILINE CORPORATION 
DUNNELL LANE PAWTUCKET, R. |. write for copy 
game weeSeE Se SF eS eS eS eS eS eS ee al 


That's why the sills and spandrels of the new veterans’ 
hospitals in Albany and Buffalo are of Alberene Serpen- 
tine . . . and the window stools in these buildings, as well 
as the new Buffalo State Hospital, are of Regular Grade 
Alberene Stone. And in the U. S. District Court House, 
Washington, D.C., the stools and spandrel sections are 
polished Alberene Serpentine. 


Write today for complete data and samples to — 


ALBERENE STONE CORP. 
OF VIRGINIA 
419 — 4th Ave., New York 16, N. Y. 


ARCHITECTURAL FORUM + OCTOBER 1953 


REVIEWS continued 


244 


guidance they deserve, although they are the 
very soil in which both architects and public 
may grow to creativeness and understand- 
HOR caine 

“Our immediate task, it seems to me, is to 
show our concern for the emotional needs of 
our clients and to show them that we are not 
reluctant nor unable to impart richness to the 
background of their lives, or to provide the 
kind of emotional fullness which played such 
an important role in the great periods of the 
past. ... 


vavan 


“. ,. We architects, of the common work- 
ing variety, who must be front-line men, fac- 
ing frustration and compromise; we, who 
must understand, absorb, and give visual form 
to so many of the forces which make our 
world move, must not be ashamed to listen 
nor to understand what lives around us. . . 
not disdainful, temperamental stars—but men 
of vision among men.” 

A philosophy like this demands versatility 
in style, not inflexible dogma, and Belluschi 
has done more than talked this. He has built 


Architect: Marcel Boulicoult, 
St. Lovis 


Contractor: John B. Gutmann 
Construction Co., St. Louis 


Subcontractors: Columbia 
iron Works, Inc., St. Lovis 


H. A. Doiley, Inc., St. Lovis 


65,000 sq. ft. Building Erected 
in 60 Days with 
LACLEDE CONSTRUCTION STEELS 


Lacedo Steel service and construction know-how combined 


to give Ritepoint Company of St. Louis a new permanent-type 


building in a hurry. The short completion time resulted from using 


Laclede steel joists, reinforcing bars and welded wire fabric. 


Ga LACLEDE STEEL COMPANY 


St. Lovis, 


it. Witness the contrast between his Equit- 
able Building in Portland, first of the post- 
war American metal and glass buildings, and 
one of his churches (see p. 242). 

Today the earnest, Italian-born Belluschi 
is only 54 years old. At present he is steer- 
ing the architectural department at Massa- 
chusetts Institute of Technology (a very un- 
romantic spot) and collaborating in the Bos- 
ton Center design (little romance, much real 
estate). Itis a safe assumption that teaching, 
he is still learning, that this important archi- 
tectural career is still in the ascent. 


FIRE STATION DESIGN— Vol, 4. 
distributed without cost by Circul-air Corp., 
575 E. Milwaukee Ave., Detroit 2, Mich. 58 pp. 
BY” x 11”. 


Compiled and 


Paper bound 


Although it displays little architectural good 
taste, this collection of new fire stations should 
prove helpful to anyone confronted with the 
problem of designing or building such a struc- 
ture. Each of the 70 stations is illustrated 
with a floor plan and a photograph or render- 
ing, and many are briefly described. 

Among the best stations selected is Toledo’s 
new fire department headquarters by Archi- 
tests Bellman, Gillett & Richards, which will 
be presented fully in a subsequent issue of 
Forum. 


STRUCTURES, 
By Paul Andersen. 


STATICALLY INDETERMINATE 
Their Analysis and Design. 
The Ronald Press Co., 15 E. 26 St., New York 
10, N.Y. 318 pp. Ilus. 6” x 8⁄2”. $7.50 


Prepared as a basic text on the design of 
statically indeterminate structures, Professor 
Andersen’s new book concentrates upon the 
behavior of actual designs under load. He 
shows how to evaluate linear and angular 
displacements of strategic points in a struc- 
ture and how to apply these methods to in- 
determinate beams and trusses. The slope-de- 
flection and Cross’s moment-distribution meth- 
ods are explained in detail. The final chapters 
deal with the design of three-dimensional 
space-frames, a new field of structural design 
that has yet to be exploited in steel construc- 
tion in spite of the immense progress achieved 
in shell concrete structures. 


SIR CHRISTOPHER WREN. By John Summerson. 
Published by The Macmillan Co., 60 Fifth Ave., 
New York 11, N.Y. Illus. 5” x 7⁄2”. $1.75 


The author expounds the architectural genius 
of Sir Christopher Wren in this ninth book 
of Macmillan’s Brief Lives Series. 


ACOUSTICS IN MODERN BUILDING PRACTICE. 
By Fritz Ingerslev. The Architectural Press. 
The British Book Center, Inc., 122 E. 55 St., 
New York 22, N.Y. 290 pp. Illus. 6” x 834”. $4.90 
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Fixture dispenses approximately 
"C" type folded towels. 


No, 943 Recessed Towel Cabinet r 
is fabricated of stainloss stool. 400 


To make washrooms A modern 


—specify the Scott No. 943 Recessed Towel Cabinet 


Here’s the fixture designed to keep step with today’s 
growing trend to recess fixtures. It’s one of the many 
Scott fixtures available to meet the most exacting demands 
for modern washrooms. 

For a detailed dimension and installation drawing of 
the No. 943 fixture or for the help of a trained Scott con- 
sultant, write Washroom Advisory Service, Dept. MB-10, 
Scott Paper Company, Chester, Penna. 


SCOTT 


Symbol of Modern Washrooms 


Trade Mark “Washroom Advisory Service” Reg, U.S. Pat. Of. 


original ash 

receptacles 
and urns 
for you! 


6" diameter 
tip action 
top. 


Heavy meta 


be portially 
filled with 
water for 

safety 


To give clients permanent 
neatness and easier maintenance, ask our famous stylist 
to show you adaptations of our standard designs to fit! 
your particular needs for office buildings, hotels, stores 
and clubs. We will be glad to 
supply detailed original ideas to fit 
your problems. You are not 
obligated in any way. Have your 
secretary write today! 


DUK-IT 
McDONALD 


Products Corp. 
Since 1930 

216 DUK-IT BUILDING 

Buffalo 10, New York 


“Everything for the Smoker” 
—, lorge capacity 


(Ce) wall receptacle 
= saves floor space. 
Flip blades andall 

/  tetuse disappecrs. 


6" x 2” opening. 
Model 1227-8, 


Grill-top urn prevents 
papers from clogging 
opening. Large capac- 
ity, easy to empty. 
Model 1234. 


Morris Plains, N. J.: The Mennen Company in its new plant 
has several unusual applications of Formica. Much of the 
testing equipment is Formica surfaced as well as this mail 
desk which combines a bright green with light grey Formica 
in linen pattern. 

A, M. Kinney, Cincinnati, Designer. 

Mica Top Fixture Co,, Newark Formica Fabricator. 
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Architects, engineers and contractors 
choose ALLENCO 3 to 2 over next 
leading brand. Wide selection 

to meet every need. Easier to specify, 
estimate, install. 


Ready Reference in Sweet's 
Consulting Service from 25 offices 
A.LA. file 29e2 on request 


Established 1887 


W. D. ALLEN MANUFACTURING CO. 


CHICAGO 6 « NEW YORK 7 
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New playground equipment combines play 
values of caves, slides and climbing gyms 
while adding art interest to a school landscape. 


e © the finest in mechanical 
suspension systems—it's Securitee. 
carefully engineered component 
parts—produced from proper 
gauge rust-resistant steel— 


it's Securitee, 


ample width in 

all Tee-bars—exclusive 
patented pressure flange 

on all clips—a true and level 
ceiling—it's Securitee. 


more technical information—clip out the 


coupon and mail it today. 


W.J. 
HaerteL «co. 


832 W, Eastman Stre: 
Chicago 22, Illinois 


West Coast Distr. 
FREY & HAERTEL 
560 Ninth Street 
San Francisco, Calif, 


Bed 


kd 


PLAY SCULPTURES made for school children to 
climb, burrow, romp over, in and around 

In staid Philadelphia last month 2,000 park 
and recreation officials, gathered for the Na- 
tional Recreation Congress, raised favorable 
brows over the huge spheres, spirals and 
lumps displayed by Creative Playthings Inc.’s 
new Play Sculptures Division. These dynamic 
and pleasant forms melt the stuffiest resistance 
to abstract sculpture, primarily because they 
function in a most wonderful and irresistible 


way: they are play places in and on which 
children can exercise muscle and phantasy. 
They provide hidden hollows, slides, secret 
steps, and hanging-on places—environment 
usually denied the urban child, and, even 
where executed by nature, not always so 
d. Built of sundry contem- 


safely engine 


porary construction materials — reinforced 


concrete, plastic and glass fiber, tubular steel 


framing—the models pictured run $2.000 to 
$3.500. Other sculptures start at $300. 

This break from traditional playground 
equipment design is no casual one. Interna- 
tionally known artists and architects, such as 
Isamu Noguchi of the US, Egon Moller- 
Nielsen of Sweden, Henry Moore of England, 
and A. Vitalli of Switzerland, were in on the 
coup. Modern school architects and educators 
both are being offered exciting vehicles for 
combining the esthetic with the useful. 

As further stimulus to designers and to pro- 
mote public interest, the manufacturer is co- 
sponsoring — with New York’s Museum of 
Modern Art and Parents Magazine—a Na- 
tional Play 
totaling $2,000 will be awarded for the play- 
ground equipment judged to fill best the en- 


Sculpture competition, Prizes 


ergetic and art needs of children. Details and 
entry blanks may be obtained from the 
Museum. 

Manufacturer: Creative Playthings, Inc., Play 
Sculptures Div., 5 University Pl., New York, 
N.Y. i 
LATEX BASE ENAMEL: rugged finish, easily 
applied 

Walls, wainscoting and woodwork exposed to 
constant finger smudging are the areas for 
which Glidden has developed Spred Gloss, a 
latex base enamel. Like its flatter prede- 
cessor, Spred Satin, the new coating dries in 
a short time to a tough, washable finish. It 
has no odor and can be applied in a closed 


room without disagreeable effects. Produced 
in a full range of colors. it sells for $6.95 
per gal. One gallon covers about 450 sq. ft. 
Manufacturer: The Glidden Co., Union Com- 
mercial Bldg., Cleveland, Ohio. 

continued on p. 248 
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RAYMOND’S DOMESTIC SERVICES... 
Soil Investigations + Foundation Construc- 
tion* Harbor and Waterfront Improvements 
Prestressed Concrete Construction» Cement- 
mortar Lining of Water, Oil and Gas Pipe- 
lines, In Place. 

RAYMOND'S SERVICES ABROAD... 

In addition to the above, all types of General 
Construction. 
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in the finest 
STVUCTUVES 
vest on 
RAYMOND 


FOUNDATIONS 


THOMAS JEFFERSON MEMORIAL 
Washington, D C. 


ARCHITECTS: 

Eggers & Higgins, New York 
STRUCTURAL ENGINEERS: 

Elwyn E. Seelye & Co., New York 
CONTRACTOR FOR SUPER- 
STRUCTURE; 

John McShane, Inc., Philadelphia 


RAYMOND 


CONCRETE PILE CO. 
140 Cedar Street * New York 6, N. Y. 


Branch Offices in Principal Cities of the United States, 
Central and South America 
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Architects & Engineers: Giffels & Vallet 
Plumbing & Heating Contractor: 
W. J. Rewoldt, Inc. 


SPELL 
COMFORT 
FOR STUDENT 
AT THE 
NEW CODY 
HIGH SCHOOL 


A far cry from the little red school- 
house is Detroit’s modern new Frank Cody 
High School. Students in this magnificent 
building enjoy educational facilities un- 


dreamed of a generation ago. 


Marlo coils play a prominent part in the 
modern heating system designed for this 
outstanding school. And in many other 
structures throughout the nation, Marlo 
has become synonymous with air condi- 


tioned comfort. 


For a ready solution to your air 
conditioning problems . . . heating, 


cooling, dehumidifying, humidifying 


. specify Marlo equipment. 


SEE OUR 
BULLETIN 
IN SWEET'S 
CATALOG 


WRITE for complete information. 


ge facturers of COOLING TOWERS e EVAPO 


Saint Louvis 10, Missour 


Contemporary daylighting comes to old classroom 
(left) with installation of woven glass-fiber panels set 
at an angle along the windows to diffuse harsh sunrays. 


GLASS CLOTH PANEL makes effective, low-cost 
daylight diffuser 

With its woven glas: 
tiny diffractors, this simple shade device con- 
verts intense sunrays into soft, glare-free 
light, distributing it evenly throughout the 
room. Suitable for budgeted installations in 


yarns acting as myriad 


s well as in new schools 


existing classrooms 
with large window areas, the diffuser panel is 
quite easy to construct and install. The glass- 
fiber cloth is tacked taut over a wood frame 
and mounted at an angle on the window sash. 
Durable, fireproof and rot-resistant, the white 
fabric needs only an occasional washing in 
warm water and soap. The lightweight weave 
(for north and east exposures) costs about 
17¢ per sq. ft.; the heavier weave (suitable 
for south and west orientations) costs about 
23¢ per sq. ft. 

Manufacturer: Owens- Corning Fiberglas 
Corp., 16 E. 56 St., New York, N.Y. 


MODULAR WINDOW FRAME molded of plastic 

Rot, rust, termites, fungi and the ravages of 
weather have met their match in the unique 
Plyco, a plastic window impervious to the ills 
which may beset many wood and metal units. 
Made of plastic resins combined with asphalt 
and asbestos and reinforced with steel, the 
molded frame and sash need neither painting 
nor refinishing. Packaged with the unit are a 
glazed sash and combination storm and screen 
sash. Each sash is molded in one piece and 
has easy-to-clean rounded corners. Joints on 
the frame are mortised for dimensional sta- 


bility. A reversible model is available which 
esigned 


opens from either the top or bottom. D 


for use in industrial buildings, barns, gar- 
ages, the window can be installed singly, in 
tandem or stacked. Measuring 32” x 16” 
high it fits readily into openings in walls con- 
structed of standard 16” x 8” masonry block 
and is suitable as a ventilator in a wall of 8” 
glass block. Used in the latter application, 
the Plyco unit’s $13.60 price is considerably 
less than that of a metal counterpart. 

Manufacturer: The Kohl Co., Elkhart Lake, 
Wis. continued on p. 
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FOR THE BEST concrete, 


USE TOUGH 


SISALKRAFT 


PROVED 


THE BEST PRODUCT 


FOR CURING & PROTECTION 


1 
-ON THOUSANDS OF JOBS! 


an be applied fast, requires 


cost—and 


Sisalkraft ¢ $ 
. is low in 

ial e vipment, is 
no special eq! sie aie best results! 


ol 
produces abs deel waterproof 


time, 
At the same T= 
Sisalkraft protects floors from debris, 
ISi 
and morring. 


e Sisalkraft over fill to 
of slabs on ground. 


struction stains, 


And us 
waterpro 


s 3 to 8 feet wide and 
dth up to 262 feet. 


Available in roll 


blankets in any Wi 


information and location 


Write for samples, 
prea Sisalkraft Dealer. 


WATERPROOF 
REENFORGED 
PROTECTIVE PAPERS 


THE SISALKRAFT C 


Chicago 6, Ill. 


New York 17, N. Y. . San Francisco 5, Calif. 
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SEE THE DIFFERENCE 
that makes the BIG difference! 


4 Advantages 
ARCHITECTS 


have been quick to see 


Patented Dur-O-wol is now avoil- 
able in both lap and butt weld to 
give meximum strength to moson- 
ry walls. 


T EXTRA STRENGTH 


Premium quality steel to special 
specifications provides high 
strength in limited mortor area. 


CROSS the nation the building 
industry is hailing butt weld 
Dur-O-waL. 
This superior reinforcing member 
utilizes architecture’s oldest rein- 
forcing principle . . 


2 TIGHTER MORTAR JOINTS 
Compact Dur-O-wal unit is used 
in the standard modular 3%" 
mortar joint. Flush-designed 
Dur-O-waL is butt welded to do 
the job. 


3 SPEED, ECONOMY cer ge 
Because of the quality hard- sga for both vertical and 


ness of the steel ond manufac- horizontal reinforcing. Electrically 
turing precision, Dur-O-wal 


readily falls into place... eli- = ~ welded of premi- 
minates the wasteful inefici- (surr-weww makes ) um quality steel 
ency of unwieldy rods. \ 

A DIFFERENCE) (<trength 100,000 


@ DEPENDABLE SUPPLY 
With the present increase in 


p.s.i.), Dur-O-wal 


handles fast, lays 
flat, cuts time and 
costs. Write plant 
nearest you, 


Dene) gyal, 


The backbone of steel for EVERY masonry wall. 


steel supply, indications are that 
Dur-O-wal will continue to be 
available for prompt delivery. 


Dur-O-wal. Products, Inc, 
P. O. Box 628 
Syracuse 1, New York 


Dur-O-wal Division 

Frontier Manufacturing Company 
Phoenix, Arizona 

Dur-O-wal Div., Dept. 657 
Cedar Rapids Block Company 
Cedar Rapids, lowa 


Dur-O-wal Products of Alabama, Inc. 
P. O. Box 5446 
Birmingham 7, Alabama 
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NEW PRODUCTS coninues 


STAGE-ON-WHEELS is easily set up, easily stored 
A boon to the flexible schoolroom is the Horn 
folding stage, a completely portable unit with 
a select fir floor 
understructure. The stage is merely rolled 


mounted on a sturdy steel 


into position and secured with floor stops. 
When no longer needed, it can be accordioned 
into a compact bundle and wheeled away to 
free the area for other purposes. Heights of 
15” and 24” and widths of 6’ up to 16’ are 
purchased with 


available. Each size can be 


From Chicago 
to Chile 


MONTGOMERY 
ELEVATORS 
ASSURE DEPENDABLE 


VERTICAL 
TRANSPORTATION 


Chicego's modern 860 Loke Shore 
Drive Apartments are equipped with 
Montgomery Operatorless Elevators. 


THROUGHOUT THE 
WESTERN HEMISPHERE 


Montgomery Elevators are serving prominent com- 


mercial, residential and industrial buildings every- 


where. Montgomery is one of the few companies 
engaged in the exclusive manufacture of passenger and 
freight elevators, gearless and geared, electric and hy- 
draulic, self-contained and dumb waiters. All systems 
of control and operation including the latest variable 


voltage and operatorless service are available. 


Montgomery features include Load Limitor, the exclu- 
sive Oil Cushion Safety and Lever Type Oil Buffer 
for shallow pits — features that assure modern and 
safe elevator service for all type buildings. 


Montgomery Elevators 
transport passengers in 
Valparaiso, Chile, aport- 
ment and office building. 


Branch Offices 
Chicago ® Kansas City, Mo 


© St 


Joseph, Mo. © Los Angeles © Port- 
Consult MONTGOMERY ELEVATOR COMPANY land © Rock Island, Ni. e San 
r i Francisco @ Seattle © Tacoma 

General Offices and Factory — Moline, Ilinois Peoria © Wichita 


or your classified telephone directory. Authorized Representatives 
In key U. S. Cities and 23 Foreign 


Countries 


Exclusive Manufacturers of Quality Elevator Equipment—Since 1892 
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from one to 19 folding sections; each section 
” wide and folds into a space 314” deep. 
Average prices run about $4.50 per sq. ft. for 
the 15” height and $5 for 24” height includ- 


ing deli 


Manufacturer: The Brunswick-Balke-Collen- 
der Co., 623 S. Wabash Ave., Chicago, Ill. 


BIG TABLE AND BENCH SET folds up, rolls away 


Seating capacity for 40 tots or teenagers is 
supplied by Mobil-Fold, a set of two 14 tables 
and four freestanding 14’ benches which fold 
out of a steel caster-equipped truck. For 
speedy refolding, the set is used attached to 
the truck, though the six pieces also may be 


completely removed and rolled around at will. 


When not in use the set can be kept against 
a wall or in a corridor. Made of tubular steel, 


with plastic-faced 34” mahogany plywood 


tops, the set is well suited for rigorous school 
service. It sells for $550 FOB Detroit. 
Schieber Sales Co., Detroit, 


Manufacturer: 
Mich. 


PRIMER made for porous masonry 


While concrete blocks made with lightweight 
ag 


gates are becoming popular because of 
their good insulating qualities and easy hand- 
ling, their interesting texture has posed a 
paint problem. Now a good finish job on 


porous masonry is said to be assured by 


ing 
Medusa’s Ruf-Seal cement paint, a prime coat 


developed principally for lightweight aggre- 
gate masonry. The manufacturer recommends 
that it be 


scrub brush and, for best results, cured like 


worked into the surface with a 
regular cement paint with a fine fog spray of 
water. Available only in white, it retails at 
$5 5 lb. package. 

Manufacturer: Medusa Portland Cement Co., 
1000 Midland Bldg., Cleveland, Ohio. 


continued on p. 
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“Economy 


Copper Roofing for small areas offers 


long-lasting protection at lower cost 


For the roofing of bay windows and entrance hoods, 
particularly where curved surfaces are involved, copper 
is the ideal material because of its pliability, ease of 
joining and soldering. 

On such roofs it is possible to reduce material and 
labor costs by using Economy* Copper Roofing, a light- 
weight (10 oz. per sq. ft.) copper sheet measuring 


Do you have the FREE Anaconda 
Portfolio of Sheet Metal Drawings? 

Each drawing shows a new or improved way 
to apply sheet copper. Each is printed on a 
separate 8% x 1l-inch page, handy for quick- 
reference filing. This entire series may be ob- 
tained absolutely FREE. Write today for Port- 
folio S to The American Brass Company, 
Waterbury 20, Conn. In Canada: Anaconda 
American Brass Ltd., New Toronto, Ontario. 
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Installed according to accepted practices, the closer 
seam spacings create a desirable architectural effect and 
the narrower roof pans, with a %-inch standing ‘seam, 
provide a durable, non-rusting roof covering that is 
strong; rigid and weatherproof. 

Economy Copper Roofing is an ANaconpA product 
and is available from sheet metal distributors handling 
AnaconpA Sheet and Roll Copper. Sia 


Reg. U. S. Pate Of 


for better sheet metal 
work—use 


ANACONDA’ 
= copper 
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FLUORESCENT 


1 CLEAR GLASS AND GRAY PLASTIC SANDWICH 
keeps glare out of classroom 

Taking two layers of window glass and lami- 
nating them around a sheet of transparent 
gray vinyl, Pittsburgh Plate has produced 
Dusklite, an effective yet inexpensive glare- 
control product. (Actually the process is the 
same as that used for making auto safety 
glass except that the plastic layer is pig- 
mented.) Designed primarily for use in rib- 
bon windows and ventilator units in conjunc- 


for 
lighting 


© Show Windows 

© Store Interiors 
FLECTOR © Office Buildings 

MA 

poset e Schools 

pat j © Hospitals 

FLOORESCERT © Banks 

pignTiae e Hotels 

EQUIPMENT an 


© Factories 


Crtewiw 


and other interior 
and exterior 
applications 


“Must Reading” for men engaged in lighting! The expanded 
Pittsburgh Lighting Catalog PLL is al] new . . . contains over 
1,000 photographs, drawings, tables. . . 116 pages of data 
covering fluorescent and incandescent lighting equipment and 
its scientific application in all types of installations. 


Reserve Your Copy Now 


on your letterhead 


Pl l TSBURGH REFLECTOR COMPANY 


401 OUVER BUILDING, PITTSBURGH 22, PA, 


INCANDESCENT 


REPRESENTATIVES IN PRINCIPAL CITIES è WHOLESALERS EVERYWHERE 


tion with light-directing glass-block panels, 
Dusklite is said to eliminate the need for 
blinds, louvers and other shading devices. 
Price to the trade is about $1.50 a sq. ft. in 
sizes up to 15 sq. ft. 

Manufacturer: Pittsburgh Plate Glass Co., 
632 Dusquesne Way, Pittsburgh, Pa. 


ALUMINUM DOORS put together with bolts re- 
sist impact and vibration 

Expanding its line of aluminum building 
products, Kawneer announces a moderately 
priced series of aluminum doors incorporat- 
ing bolted construction. The new units, avail- 
able in sizes from 3’ x 7’ up to 6’ x 7’ in single- 


and double-acting models, feature plastic 
glazing channels which, by eliminating putty, 
are said to cut glazing costs. The bolts con- 
necting the corners through top and bottom 
rails are held securely by vibration-proof 
locknuts. Each door unit is equipped with 
pull handle and push bar, concealed floor- 
type closers, threshold, and standard 1-5/32” 
lock cylinder. Installed cost of a single-acting 
door is about $215. 


Manufacturer: The Kawneer Co., Niles, Mich. 


PLASTIC LEVEL takes hard knocks without 
breaking 

The properties of plastic are put to good use 
in Level-it, a 24” surface and plumb level 
which is shatterproof and noncorrosive, does 
not scratch tile nor conduct electricity, and 
weighs but 12 oz. The instrument’s glass bub- 
ble vials are imbedded in acrylic sheaths, 
which provide protection during rough hand- 
ling, magnify the bubbles and also, by elimi- 
nating metal guards, make the level easier to 
read from any direction. This model is priced 
at $5.98; Level-it is also available in smaller 
sizes. 

Manufacturer: Creative Plastics Corp., Stony 
Brook, L.I., N.Y. 


continued on p. 254 
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THE ONLY GYPSUM INSULATING 
LATH YOU CAN IDENTIFY IN PLACE 


One More Reason for Specifying BEAVER Insulating Gypsum Lath 


To make your job a little easier when check- 
ing construction on a lathed-out building, 
Beaver Insulating Lath, as shown, is clearly 
marked on every piece. It is there for positive 
identification. It is a quick, sure way for you 
to tell insulating lath from regular when the 
lath is in place and to make certain that speci- 
fications have been followed. It is a feature 
that only Certain-Ieed’s Beaver Insulating 
Lath offers you. 


Beaver Insulating Gypsum Lath, with alumi- 
num foil back, provides an effective barrier 
against heat, cold, vapor and fire. It is 
strong—crack resistant; will not swell, buckle 
or shrink. It provides a perfect plaster base. 
It combines in one product a highly efficient 
reflective insulation and vapor barrier with 
all the advantages of well-known Beaver 
Gypsum Lath, Whenever you specify insulat- 
ing lath, make certain it is Beaver Lath. 


ASPHALT ROOFING © SHINGLES™® SIDINGS è ASBESTOS CEMENT ROOFING AND SIDING SHINGLES 
GYPSUM PLASTER # LATH e WALLBOARD e ROOF DECKS ACOUSTICAL TILE + INSULATION œ FIBERBOARD 


CERTAIN-TEED PRODUCTS CORPORATION 


EXPORT DEPARTMENT: 100 EAST 42ND ST., NEW YORK 17, N.Y. 
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NEW PRODUCTS continued 


@ Back of every piece of Kewaunee 
Equipment is nearly 50 years of con- 
stant advance in design, construction 
and working convenience that has kept 
pace with the progress of Industries, 
Hospitals and Educational Institutions. 


@ And when it comes to Tables, Sinks 
and other Laboratory pieces requiring 
“Tops” defiantly resistant to acids, 
alkalies, solvents, heat and abrasion 
—KemROCK steps into the picture as 
one of Kewaunee’s “Top” salesmen. 
For example, back in 1941 Wyandotte 
Chemicals Corporation first ordered 


New Research Building of Wyandotte 
Chemicals Corporation, Wyondotte, 
Michigan. 

One of Wyandotte’s Laboratories 
showing Kewounee Equipment with 
KemROCK Tops. 


Kewaunee Equipment with these 
“Toughest of all Tops.” Now after 12 
years of experience, Wyandotte again 
specifies “Kewaunee with KemROCK 
Tops” for their modern Research 
Building. 


@ KemROCK is an exclusive Kewau- 
nee product made from natural stone 
(free from veins and seams)—impreg- 
nated and coated with a synthetic resin 
—then baked. It is jet-black—takes a 
high polish and adds much beauty as 
well as amazing extra service to Lab- 
oratory pieces. 


New Free Folder on KemROCK 
sent on request. Remember, too, that Kewaunee field engineers cre 
available to you without cost or obligation. 


Manufacturers of Wood and Metal 
Laboratory Equipment 


Representatives in Principal Cities 


J. A. Campbell, President 
5086 S. Center St. . Adrian, Michigan 


FACTORY-FORMED COPPER GRID knocks 4¢ per 
lin, ft. off cost of radiant panel; one size adapt- 
able to entire system 


Packaged prebent, ready to fasten to ceiling 
or wall, the Anaconda Panel Grid substan- 
tially cuts labor costs on copper-coil radiant 
heating systems. Supplied in one size that 
can meet all panel design requirements, the 
new PG units are fabricated from 50’ lengths 
of 34” type L water tube. Somewhat harder 
than the soft annealed copper that contractors 
purchase in 60’ and 100’ rolls and form into 
sinuous coils on the job, the type L metal has 
enough give to allow a workman to squeeze 
or stretch the grid by hand to fit various spac- 
ing needs. Leftovers from partially used pan- 
els can be straightened out easily for runouts 
to supply and return lines and for inter- 
connections. 


Fewer fittings, less bulk, The trim, straight 
panels are secured snug to the ceiling in less 
time and with fewer fastenings than site- 
formed coils, reports Pennsylvania Heating 
Contractor Wallace Huebner. After using 100 
of the Panel Grids in three complete jobs, he 
stated that the PG installations averaged 4¢ 
less per lin. ft. 

Opened up from its bowknot shipping shape 
so the tubing lines run parallel with 6” spac- 
ing along the centerline, a PG section meas- 
ures about 56” wide x 60” long—large enough 
to serve a 30 sq. ft. ceiling or wall area. (The 
manufacturer plans to have preformed 14” 
tubing for concrete floor slab layouts on the 
market shortly.) Effective Btu rating for the 


6”-spaced grid is 1,800. Over windows and 
doors and along perimeter walls where there 
is considerable heat loss, the PG units may 
be compressed to 444” spacing. Toward inner 
walls where less heat is required, the grid can 
be expanded up to 12” spacing. Thus the 
single-size PG can be compressed or extended 
to comply with intricately engineered speci- 
fications for a complete radiant panel system. 
One end of each section is swaged so the 
grids can be soldered in series without spe- 
cial fittings. The panels can be attached to 
rock lath or wood joists above metal lath 
with U straps, or tied with wire beneath metal 
lath. More than skin deep, the neatness of 
application makes it easier for the plasterer 
to trowel on a smooth, finished ceiling. 
Manufacturer: The American Brass Co., 
Waterbury 20, Conn. 
continued on p. 256 
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MENGEL //:/ 
FLUSH DOORS 


WILL DELIGHT 
YOUR CLIENTS- / 


YET COST LESS THAN MANY DOMESTIC WOODS! 


Mahogany! —the very word suggests the ultimate in 
gany d gs 


luxury, beauty, good taste, desirability. 


Now The Mengel Company offers you the magic 


of Mahogany — doors of genuine African Mahogany — poy ron 
oor Departmen. 


at less cost than for comparable doors faced THE MENGEL COMPANY 
with most domestic woods! Get all the facts today! Louisville 1, Kentucky 
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NEW PRODUCTS continued 


DOOR HARDWARE combines viewer, pull and lock 
Thanks to a team of dissatisfied and creative 


architects, a handsome, cost-saving piece of 


hardware is now on the market. In planning 
the Darien Junior High—their first school 
design commission—Ketchum, Gina & Sharp 
carried a fresh approach through to the small- 
est details—in this case, the conglomerate 
items found on a conventional classroom door. 
Instead of accepting the standard individual 
parts, K, G & S summed up vision panel, 
door pull and lock in one specially made 
item. It proved to be far less costly than 
separate stock items; in fact, $10 is the mini- 
mum estimated saving on each door. Now 


Three separate items found on the conventional class- 
room door (left) are integrated in the Com-Vision 


hardware. 


Hardware Sales Co., Inc., the unit’s custom- 
crafters, are putting it up for sale as Com- 
Vision # HSC-3. 

The hardware comprises a Y-shaped pull, 
cast of brass and chrome plated, machine- 
screwed into the exterior half of an aluminum 
frame. A 1%” thick glass push plate doubles 
as the viewer. The glass sets into the inside 
half of the frame and is held snug by brass 
clips. A mortised cylinder lockset with 44%” 
backset is mounted below the pull and is 
keyed from the outside, worked by thumb 
turn from inside. 

Com-Vision measures 64” wide x 185” 
high and is mounted in a rough opening 57%” 
x 1534”. The unit, with dead lock, costs 
about $57 not installed as compared to more 
than $70 for separate items. 


Manufacturer: Hardware Sales Co., Inc., 383 
Post Road, Darien, Conn. 


project-O-lites: Th 


objective len: to p 


built-in framing shutters or diaphragms 
HONEYCOMB CORE DOOR with plastic face re- 
sists warpage & wear 

The Chemclad dogr for interior or exterior 


coverage. They are especially 


useful where selective coverage is needed from an 


extremely inconspicuous source, as in churches, art 


use is constructed to resist dimensional change 
galleries, dining rooms, displ = Tal even in warm, damp climates. Between its 
moistureproof plastic laminate faces is a 
honeycomb core of resin-impregnated kraft 
paper. Only the frame for this rigid, stressed- 
skin unit is made of wood. The door’s smooth, 
tough surfaces will show little effect from any 
scratching or scuffing it might receive in 


from small “pinhole” units up to 2000-w 
for projecting a powerful beam from a ve 


school and institutional applications. Prices: 
$30 to $60, depending on style and size. 


Manufacturer: Bourne Manufacturing Co., 
Detroit, Mich. 
Technical Publications p. 260 
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High 
Velocity 


limited 


Capacity 


with 


nes of air from 


h Anemostat has a 


practical solution. 


In High Velocity installations, too, 
“When Anemostat Air Diffusers are 


DRAFTLESS Aspirating AIR DIFFUSERS 
ANEMOSTAT CORPORATION OF AMERICA 
10 EAST 39th STREET, NEW YORK 16, N. Y. 
REPRESENTATIVES IN PRINCIPAL CITIES 


in sight the system is right.” 


"No Air Conditioning System Is Better Than Its Air Distribution” 
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SINCE 1912 


The THORO System 


Prsni 


C4 & 
MOROLOL a MOROLOE yow Ney ACL... 


| Msn pront ASBESTOS SHINGLE 


You never see this hand because 

it belongs to the Invisible Dor-Man. 
Nothing you see or hear 

reveals his presence—yet he’s always 
there on the job, opening and closing 
doors with utmost efficiency. 

From every standpoint—low price, 


trouble-free performance, safety, 
y) bi and automatic dependability — 
the Invisible Dor-Man, electrically 


operated hydraulic door control, 
is ideal for every type of p 
door in every type of 

building. 


To comply with requests of our customers, dealers 
and distributors, we have completed years of 
research and tests on three new products to add 


water-repellent materials and coatings to The 


THORO System, for protection to any type surface. DOR-0-MATIC 


Intended for asbestos shingles, on roof or exterior 
walls of your home or other building. THOROLOK is 
Red Star THOROLOK prepared in six beautiful pastel colors. Ask for Color 


Card 32-C. ~ 

ar AVVISTE LE 
P red especially for basement floors which need 

Blue Star THOROLOK proiection and corrects unsightly appearance. _Fur- pe DO = 
nished in six beautiful colors. Ask for Color Card 32-C. ~ 


THOROCLEAR “HOW TO DOIT” — i Dor-O-Matic concealed door controls for manual 


operation are available in sixteen models. 


Clear, water-repellent material for Write for 


porous brick, stone, concrete, ictori 

stucco, asbestos siding and pictorially dD -H. 
shingles, interior plaster and described Vi 
masonry surfaces, where texture write for 


and color are.to be retained. literature 4 complete Division of 


information Republic Industries, Inc. 


° 4440 N. Knox Ave., Chicago 30, Illinois 
NEW EAGLE, PENNSYLVANIA, U. 5S. A. 
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of the 
complete 
line of 


11 


Thermotainer Type CPT 
Pass-through unit with doors on 
both sides for use between kitchen 
and service area. 


Thermotainer Type E 
Four compartment unit with full 
width doors. Large capacity, Shelf 
supports for 12 x 20 pans, 


ELECTRIC FOOD WARMERS 


ideal hot food storage for domestic, 
institutional and commercial use 


_ standard 
sizes, or 
Thermotainer Type UC to your Thermotainer Type AA 


Small, one or two compartment 
unit for use under steam table 
or serving counter, Ideal where 
space is limited. 


Combination worktable and hot 


at food storage unit. In 2, 3 or 4 


i section sizes. 34 inches high, 30 
inches wide. 


FRANKLIN PRODUCTS CORP. 


2155 PERSHING ROAD » CHICAGO 9, ILLINOIS 


Ei Safe . 
: Specification 


: EVERY TYPE OF WINDOW 


Specifying Tremglaze means a 
better job...a safer job...an eco- 
nomical job. Tremglaze requires 
no painting—comes in harmon- 
izing colors, bonds tightly to 
metal, wood and glass. Over 
20 years of experience makes 
Tremglaze the safe specification. 


Paint First.. Then Glaze 
WITH 


REIMGLAZE 


ASTIC GLAZING COMPOUND 


Recent Tremglaze Jobs: y 
Chrysler Bldg.—East, New York City 
100 Park Avenue, New York City 
Fafnir Bearing Co., New Britain 
Phineas T. Barnum Apts., Bridgeport 
Park Merced Housing Apts., San Francisco 
Parklabrea Housing Projects, Los Angeles 


GALVANIZED 
BONDERIZED 


THE TREMCO MANUFACTURING COMPANY, Cleveland, Ohio 
THE TREMCO MANUFACTURING COMPANY (Canada) LTD., Toronto, Ontario 


Gri 


/ 


lles—For That 


Just as eye-appealing as they are functional, 
Hendrick Perforated Metal Grilles will 
greatly enhance the beauty of any decora- 
tive motif. 

They provide more-than-ample open 
area for the free passage of air, and are 
available in a wide variety of designs to 
best set off your decor. And they're easy to 
install—always lie flat because of a special 
flattening operation in their manufacture. 
For more complete details write Hendrick 
today! 


Hendrick 


MANUFACTURING COMPANY 


SO DUNDAFF ST., CARBONDALE, PA. + Sales Offices in Principal Cities 
Perforated Metal + Perforated Metal Screens + Wedge-Slot Screens + Archi- 
tectural Grilles + Mitco Open Steel Flooring + Shur-Site Treads + Armorgrids 


ARCHITECTURAL FORUM + OCTOBER 1953 


Food store planning assistance 


available to Architects 


— BACKED BY MORE THAN 25 YEARS EXPERIENCE IN THE 


MANUFACTURE OF FOOD REFRIGERATION EQUIPMENT AND MANY THOUSANDS 
OF CALLS YEARLY ON SUCCESSFUL FOOD STORE OPERATORS! 


The Tyler Store Planning Department 
can help you take advantage of the 
latest ideas in food store planning and 
operations, with new Tyler food re- 
frigeration equipment. For help on 
your problems, at no obligation to you, 
write Tyler Fixture Corporation, or 
call your nearest Tyler Agent. 


NOW IN 
SWEET’S 
CATALOG 


Tyler manufactures the 
most complete line of 
refrigerators, display 
cases, storage freezers 
and coolers for: super- 
markets; food stores; 
restaurants; hotels; insti= 
tutions; drug stores; ete. 


TYLER 


Write Store Planning Department 
Tyler Fixture Corporation, Niles, Michigan 
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TECHNICAL PUBLICATIONS 


SUN CONTROL. 
Shading Data Calculator. 


Sun Position, Heat Gain and sunup to sundown through the four seasons. 
Products 


2 pp. 


Insert cards corresponding to any part of the 
country are available from 26° to 46° latitude 
in 4° intervals. 


Ingersoll 
Div., Borg Warner Corp., Chicago 4, III. 
8y” x 11” 


This easy-to-use slide chart presents compara- 
tive data on heat gain through bare glass win- 
dows and through windows shaded with Kool- 
shade louvered screening. Worked out 
according to data derived from ASHVE guide 
and Pittsburgh Testing Laboratories, the Cal- 
culator covers all window orientations from 


FLOORING. The Effect of the Use of Floor Wax 
on Vinyl Flooring. Chemical Specialties Manu- 
facturers Assn., Inc., 110 E. 42 St., New York, 
N.Y. 11 pp. 8⁄2” x 11” 


While vinyl plastic flooring has rapidly gained 
favor as a resilient floor covering, there is 


How You Can get Heat Insulation 


plus Sound Control at 
22 minimum cost! 


Gordon C. Swift Junior High School, Watertown, Conn, gip 
58,800 sq. ft, of 3%4” POREX PLANK. è 
Architects: Warren H, Ashley, Corl J. Molmteldt 


Gen, Contractor: Massacoe Builders, inc installing 8-foot POREX 


Roof Plank 


COMPOSITE FOREX ROOF DECKS 
PROVIDE 


K LIGHT WEIGHT 
(only 15 Ibs. per sq. ft.) 


(Noise Red. Coef. .70) K LONG SPANS (8 ft. max.) 
%* NAILABILITY % INCOMBUSTIBILITY 


For Auditoriums, Gymnasiums, Schools, Armories, and Many Other Uses 


% HEAT INSULATION 
(U=0. 15 Btu) 


% SOUND CONTROL 


| PORETE MFG. Co. | 
North Arlington, N. J. 
PORETE Fraa | 
Please send me your bulletin #78A describ- | 
MFG. CO | ing POREX PRODUCTS. | 
NORTH ARLINGTON, N. J | ene 
ORGANIZATION = | 
| ADDRESS. = | 
Precast lightweight ] 
concrete products since 1920 — ee ee ee ee ee ad | 
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considerable variance of opinion—largely the 
result of different statements by manufacturers 
—on how to take care of it once put down. To 
help clear up the confusion voiced by dealers, 
installers and maintenance people, the Chem- 
ical Specialties Manufacturers Assn. tested 
representative brands of vinyl flooring. Slip, 
scratch and soil resistance and gloss were 
compared on waxed and unwaxed specimens. 
According to the tabulated results in this re- 
port it looks as if waxing is still desirable for 
good maintenance. (Alternate upkeep sug- 
gestion from makers of all-viny] tile is that the 
flooring be machine-rubbed occasionally with 
fine steel wool for a rich satin finish.) 


MASONRY PAINTS. Bakelite and Vinylite Resin 
Coatings for Masonry. Bakelite Co., 260 Madi- 
son Ave., New York 16, N.Y. 8 pp. 3⁄2” x 8/2" 


AIR CIRCULATION. 
Axial Fans, Catalogue No. 20-A. Aerovent Fan 
64 pp. 8⁄2” x 11” 


Aerovent Macheta Airfoil 


Co., Inc., Piqua, Ohio. 


HEATING. 
Portable Space Heaters. 
American Air Filter Co., Inc., 1824 Third Ave., 
Moline, Il. 


Guide to the Selection and Use of 
Herman Nelson Div., 


36 pp. 5⁄2” x 82” 


ACOUSTIC MATERIAL IN INTERIOR DESIGN. 
Tone. Armstrong Cork Co., Lancaster, Pa. 10 


pp. 8⁄4” x 10/2” 


SHOWER RECEPTORS. 
Manual 115. Fiat Metal Manufacturing Co., 21-33 
Borden Ave., Long Island City 1, N.Y. 12 pp. 
8y” x 11” 


Fiat Precast Receptors, 


INDUSTRIAL TESTING DEVICES. Measuring Equip- 
ment for Laboratory and Production Testing 
GEC.-1016A, 
N.Y. 64 


Including Radiation Instruments, 
General Electric Co., Schenectady 5, 


pp. 8⁄2” x 11” 


MAINTENANCE LIGHTING, Group Lamp Replace- 
ment Pays Off, 1B-3239. 
eral Electric Lamp Div., Nela Park, Cleveland 
12, Ohio. 10 pp. 8⁄2” x 11” 


Inquiry Bureau, Gen- 


PLANT ELECTRIC POWER. industrial Power Dis- 
tribution Idea Book, GEA 5900. General Electric 
Co., Schenectady 5, N.Y. 28 pp. 8/2” x 11” 


continued on p. 264 
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M Quay iew Unit Heaters 


Heating dollars go further when McQuay Down Flow Unit Heaters 
are installed. They are especially recommended for saving heat ordi- 
narily wasted in buildings with high ceilings. These vertical unit heaters 
have the famous Ripple Fin Coils. Providing peak heating efficiency, 
they lower heating costs by circulating evenly and gently this normally 
stratified air. 

In the McQuay line are 22 down flow units to meet your exact 
requirements. Capacities range from 25,400 to 500,000 Btu per hour. 
Four styles of directional air diffusers are available to provide any 
desired air distribution. Consult the McQuay representative in your 
city or write McQuay Inc.,1609 Broadway N.E., Minneapolis 13, Minn. 


M Quay n 
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MINNESOTA, famed land of 
wildlife and changing seasons, is 
heodquarters for some of the country's 
finest White-Tail deer hunting... 
it’s a stimulating sport in the beauty 
of Minnesota's late autumns, 


en 
we? 
These unit heaters are offered 
for normal applications where horizontal air flow 


is desired. In 24 sizes with capacities ranging 
from 21,600 to 360,000 Btu per hour. 


For effective heat distribution 
over large open areas, Available in 8 sizes... in 
suspended and floor models, with one and two 
row coils; capacities from 20,620 to 1,632,000 
Btu per hour. 


TECHNICAL PUBLICATIONS coninuea 


RESIN-TREATED WOOD. Formica Age-Proof trial Construction, PB2. 4 pp. Building Prod- 


Woods. The Formica Co., 4539 Spring Grove ucts Div., Great Lakes Carbon Corp., 18 E. 48 
Ave., Cincinnati 32, Ohio. 8 pp. 8/2” x 11” St., New York 17, N.Y. 8/2” x 11” 
formica == 
ormica a LIGHTWEIGHT AGGREGATE, Permalite, the Lead- WIRING COMPUTER. Hatfield Wire Data-Wire 
ing Perlite Aggregate for Better Plaster and Weight Computer. Hatfield Wire & Cable Div. 
Age of Woods Concrete, PA-26. 8 pp. Typical Fireproofing f Continental Copper & Steel Industries, Inc., 
Details for Steel Columns, PA-7. 4 pp. Typical Hillside, N.J. 61/2” x 3” 


Fireproofing Details for Suspended Ceiling under 
Noncombustible Construction, PA-9. 4 pp. Per- 


WIRING, Type C. Silic-O-Netic Overload Relay, 
malite for Residential, Commercial and Indus- 


Bulletin 5101A. Heinemann Electric Co., 388 
Plum St, Trenton 2, N.J. 4 pp. 8/2" x 11” 


HEATING. Heating Problems? It Pays to Use 
Unit Heaters, Bulletin No. 14, Industrial Unit 
Heater Assn., 2159 Guardian Bldg., Detroit 26, 


Mich. 12 pp. 8⁄2” x 11” 


e 
designed 


e 
with HEATER MAINTENANCE. The Care and Mainte- 


SCHOOL CLASSROOM IN MIND! nance of Steam and Hot Water Unit Heaters, 


Bulletin No. 12. Industrial Unit Heater Assn., 
2159 Guardian Bldg., Detroit 26, Mich. 4 pp. 
sya” x 11” 


PUMPS, For Medium Pressures. CNTA Multi- 
Stage Centrifugal Pumps., Form 7251. Ingersoll- 


HAWS 
Sink-Type 
Drinking 
Faucet 

Receptor 


Rand Company, 11 Broadway, New York 4, N.Y. 
16 pp. 8/2” x 11” 


AIR EXHAUST, Jenn-Air Power Exhausters, 
Bulletin 53-B. Jenn-Air Products Co., Inc., 
Architects & Builders Bldg., Indianapolis 4, Ind. 
6 pp. Ba” x 11” 

aoe PLASTER. Metal Lath and Plaster Solid Parti- 
tions with Channel Studs, Technical Bulletin 
No. 5. Metal Lath Manufacturers Assn., Engi- 
neers Bidg., Cleveland 14, Ohio. 8 pp. 8/2” x 11” 


may differ widely 
in their require- 
ments. Realizing this, the new HAWS 
Sink-Type VANDAL PROOF Drinking 
Faucet Receptor was designed to ac- 


GLASS FIBER PRODUCTS. How Fiberglas Prod- 
ucts Make ‘Schools More Efficient, Comfortable, 
Economical. Owens-Corning Fiberglas Corp., 


cept practically any combination of Nicholas Bidg., Toledo 1, Ohio. 11 pp. 9” x 12” 


HAWS Pantry Faucets—or Fill Glass 
FILTER. M.S.A. Ultra-Aire Space Filter for Air 


Foucets—and HAWS bubbler-type Purification. Bulletin 1505-1, Mine Safety Appli- 


Drinking Fountains. ances Co., Braddock, Thomas & Meade Sts., 
Pittsburgh 8, Pa. 4 pp. 8/2” x 11” 


@ The HAWS Receptor is cast iron—beautifully finished in acid resisting 


white enamel. Stainless steel mounting rim prevents water running onto table HEATING. Powermaster Packaged Automatic 
or cabinet top and affords a water tight bond between sink and top surface. Boilers for Light Oil, Heavy Oll, Gas or Com- 
bination Gas/Oil Firing. Bulletin No, 1219. Orr 

Write today for brochure illustrating combinations of HAWS fix- & Sembower, Inc., Morgantown Rd., Reading, 


tures that may be utilized with Receptor. You'll find a combination Pa. 14 pp. 8/2" x 11” 


to fit the school job you have on the board or are now planning! 
WIRING. Wire and Cable for the Chemical In- 


dustries, Booklet No. 19-312. Construction Mate- 
rials Div., General Electric, Bridgeport 2, Conn. 
19 pp. 8⁄2” x 11” 


DRINKING FAUCET CO. 


STAINLESS STEEL. You Gan Get More Square 
Feet per Pound of Stainless Steel Sheet with 
Stainless Rigidized Metal. Atlantic Steel Co., 
P. O. Box 1714, Atlanta 1, Ga. 4 pp. 8⁄2” x 11” 


1441 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 
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...proved throughout 
industry for 
over 25 years 


Such flelds as Petroleum, Marine, Rail- 
road, Mining, Agricultural, Steel, Gen- 
eral Industry are but a few who rely 
upon Rust-Oleum. General weathering, 
heat, chemicals, salt water atmosphere, 
fumes, etc., are only a few of the con- 
ditions resisted by Rust-Oleum. 


Water tanks, gas tanks, fuel tanks— 
Rust-Oleum protects your investment. 


One truck, or a fleet of trucks, applied 
over rust, Rust-Oleum keeps them 
looking better... in service longer. 


Metal sash and steel windows, roofs, 
gutters, fire escapes, railings—indoors 
and out need Rust-Oleum to stop rust. 


Stopping rust with Rust-Oleum 769 Damp-Proof Red Primer 


for double protection use Rust-Oleum finish coating 


available in many colors, aluminum and white 


RUST-OLEUM. 


Just scrape and wirebrush to remove 
rust scale and loose particles . . . then 
brush Rust-Oleum 769 Damp-Proof 
Red Primer directly over the sound 
rusted surface. Chemical pre-cleaning 
and other costl preparations are not thot’ wil dey, te odor. 
usually require Rust-Oleum finish fres; anik tec foeraulated 
coats in many colors provide double le mony: colecs: Da sure 
protection. Specify Rust-Oleum... you specify genuine 
prompt delivery from Industrial Dis- Rust-Oleum. Accept no 
tributor stocks in principal cities substitute. 


RUST-OLEUM CORPORATION  —-~~~~— === nnn 
2505 Oakton Street, Evanston, Illinois ATTACH TO YOUR LETTERNEAD-MAIL TODAY! 
RUST-OLEUM CORPORATION 
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Wire fence maintenance? Rust-Oleum's 
Extra-Long Nap Lamb's Wool Roller 
cuts re-coating costs up to 50% in 
some cases. 


There is Oniy One Rust-Oleum 


Rust-Oleum is an exclu- 
sive formula developed 
by a Master Mariner 
during more than 20 
years battling actual rust 
conditions at sea. It in- 
corporates a specially- 
processed fish oil vehicle 


FREE SURVEY: Ask a Rust-Oleum specialist to conduct 
@ survey including actual applications, tests, and 
recommendations. No cost or obligation. 

See Sweets for nearest Rust-Oleum distributor 
or write for literature today. 


Applied by brush, 
dip, or spray. 
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Representative Call 


Free Survey 


Complete Literature 
Nearest Source of Supply 
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YOU SAVE TIME... MONEY... STEEL... 


Pre-cut, pre-curved (if desired) Grooved for simple end-over- They fasten quickly, too, either And Tri-Rib Roof Deck's sheet 
sheets, up to 22 feet in length, end attachment, Tri-Rib sheets by clipping or welding. No size is ideal for fast coverage 
in 18 inch widths, permit fast go down quickly, save valu- complicated dovetails or at- of large areas because the 
eosy, handling able building time. techments to slow down work. sheets span several purlins. 


MAGAZINE OF BUILDING 


WERE QUICK TO SEE ITS POSSIBILITIES— 


Imagine a roof deck so light, so strong, it 
actually saves up to 22 Ibs. per sq. ft. of dead 
weight. Imagine it saving steel: not only does it 
weigh less, but it results in lighter supporting 
structure as well. Imagine it installed so fast 
that a 4-man crew can lay up to 4,000 sq. ft. a 
day. Then think of it costing less than compar- 
able types of roofing. This is Wheeling Tri-Rib 
Steel Roof Deck — one of the most versatile 


Roof Dek / 


building products available today. No wonder 
it has captured the imagination of architects 
and builders. 


The Wheeling line of building materials 
includes Expanded Metal, Metal Lath and 
Metal Lath Accessories, Steelcrete Reinforcing 
Mesh, Tri-Rib Steel Roof Deck, ExM Angle 
Frame Partitions, Steelcrete Vault Reinforcing. 


WHEELING CORRUGATING COMPANY, WHEELING, WEST VIRGINIA 


BUILDING MATERIAL DIVISION 


ATLANTA BOSTON BUFFALO CHICAGO COLUMBUS DETROIT HOUSTON KANSAS CITY 
LOUISVILLE MINNEAPOLIS NEWORLEANS NEWYORK PHILADELPHIA RICHMOND ST. LOUIS 


Also when you build specify Wheeling Metal Lath, 
choice of leading builders for over 60 years! 


D 
WHEN YOU BUILD WITH WHEELING TRI-RIB STEEL ROOF DECK! 


Designed in accordance with 
specifications adopted by 
A. 1. S. I. for light gauge struc- 
tures, dated Jan., 1941. 


Its pleasing appearance often 
allows using the deck sheets as 
a “ceiling” without underfinish- 
ing, attaching fixtures to roof. 


Strength plus lightness permit Roofs last longer because Tri- 
use of fewer columns, shallow- Rib is made of Cop-R-Loy, the 
er footings, eliminate need for Copper Alloyed Steel, protected 


sub-purlins. by a baked-on coat of primer. 


-4 
ARCHITECTURAL FORUM + OCTOBER 1953 267 


Advertisers index: 


Page: 
83 
243 
245 


‘ 
13 
216 
243 
104, 105 
190, 191 


26, 27 


68, 69, 251 
21 

74 

87 

84 

241 

257 

237, 262 
32 


76 
24 
23 
Cover IT 


240 

226, 227 
26, 27, 221 
222 

14, 15 

249 


Cover IIT 


49 
20 
70 
65 
239 
245 
259 
28 
73 


200 
233 


268 


Advance Transformer Co. 

Alberene Stone Corporation 

Allen Manufacturing Co., W. D. 

Allied Chemical & Dye Corporation (The Barrett Division) 

Allied Structural Steel Companies 

Alsynite Company of America 

Alumiline Corporation, The 

Aluminum Company of America (Alcoa) 

Aluminum Window Corp. The (Subsidiary of General 
Bronze Corp.) 

American Air Filter Company, Inc. (Herman Nelson 
Division) 

American Brass Company, The 

American Hardware Corp., The (P. and F. Corbin Division) 

American Playground Device Co. 

American Radiator & Standard Sanitary Corporation 

American Seating Company 

American Steel & Wire Division (United States Steel Corp.) 

Anemostat Corporation of America 

ARCHITECTURAL Forum 

Armstrong Cork Company 

Art Metal Company, The 

Auth Electric Company, Inc. 

Auto-Lok Aluminum Awning Windows (Ludman Corp.) 

Automatic Sprinkler Corp. of America 


Barnebey-Cheney Company 

Barrett Division, The (Allied Chemical & Dye Corporation) 
Bayley, William Co., The 

Beatty Safway Scaffold, Inc. 

Blue Ridge Sales Division (Libbey-Owens-Ford Glass Co.) 
Brunswick-Balke-Collender Company, The 

Bryne Doors, Inc, 

Buffalo Forge Company 

Byers, A. M., Co. 


Carey, Philip, Mfg. Company, The 

Carrier Corporation 

Celotex Corporation, The 

Century Lighting, Inc. 

Certain-teed Products Corporation 

Chase Brass & Copper Co. 

Claridge Equipment Company 

Cleaver-Brooks Company (Boiler Division) 

C-0-Two Fire Equipment Company 

Columbus Coated Fabrics Corporation 

Combustioneer Division (The Steel Products Engineering 
Company) 

Concrete Reinforcing Steel Institute 

Corbin Division, P. & F. (The American Hardware Corp.) 

Corning Glass Works 

Crossett Lumber Company 

Cyclotherm Corporation 


Davidson Enamel Products, Inc. 

Day-Brite Lighting, Inc. 

Detroit Steel Products Company 
Douglas Aircraft Company, Inc. 

Douglas Fir Plywood Association 
Dur-O-Wal 


Eljer Co. 


Federal Seaboard Terra Cotta Corporation 
Fenwal, Inc. 

Fiat Metal Manufacturing Company 

Flynn, Michael, Manufacturing Company 
Follansbee Steel Corp. 

Formica Company, The 

Franklin Products Corp. 

Frigidaire Division (General Motors Corporation) 
Fuller Company, George A. 


Garden City Plating and Mfg. Company 
General Air Conditioning Corp. 


Page: 
86 
190, 191 


116 
28 
234 
2 
239 


244 

230 

196 

19 
Cover II 
88 

29 

97 

101 


219 
17, 61 
248 
211 
262 
245 


55, 56, 57, 58 
Cover IV 
86 


64 


General Aniline & Film Corporation (Ozalid Division) 

General Bronze Corp. (The Aluminum Window Corporation 
Subsidiary) 

General Electric Company 

General Motors Corporation (Frigidaire Division) 

Glynn-Johnson Corporation 

Goodyear Tire & Rubber Co. 

Gotham Lighting Corporation 


Granco Steel Products Co. (Subsidiary of Granite City 
Steel Co.) 


Grinnell Company, Inc. 


Haertel, W. J. & Co. 

Hardwood Products Corporation 
Hauserman, E. F., Company, The 
Haven-Busch Company 

Haws Drinking Faucet Co. 
Hendrick Manufacturing Company 
Higgins, Inc. 

Holcomb & Hoke Mfg. Co., Inc. 


International Steel Company 


Johns-Manville 
Johnson Service Company 


Kentile, Inc. 

Kewanee-Ross Corporation 

Kewanee Manufacturing Company 
Keystone Steel & Wire Company 
Kinnear Manufacturing Company, The 
Knapp Brothers Mfg. Co. 

Knoll Associates, Inc. 


Laclede Steel Company 

Lees, James and Sons Company 

Lewis Asphalt Engineering Co. 

Libbey-Owens-Ford Glass Company 

Libbey-Owens-Ford Glass Company (Blue Ridge Sales Div.) 
Lightolier Company, Inc., The 

Louisville Cement Company, Ine. 

Ludman Corp. (Auto-Lok Aluminum Awning Windows) 
Ludowici-Celadon Company 


Macomber Incorporated 

Mahon, R. C., Company, The 

Marlo Coil Co, 

Mastic Tile Corporation of America 
Matot, D. A., Inc. 

McDonald Products Corp. 

McQuay, Inc 

Medusa Portland Cement Company 
Mengel Company, The 

Miller Company, The 
Minneapolis-Honeywell Regulator Company 
Mississippi Glass Company 

Montgomery Elevator Company 

Multi-Vent Division (The Pyle-National Company) 


National Gypsum Company 

Nelson, Herman (Division of American Air Filter Co., Inc.) 
Nesbitt, John J., Inc. 

New Castle Products 

Norman Products, Inc. 

North Carolina Granite Corporation 


O'Keefe’s, Inc. 

Orr & Sembower, Inc. 

Otis Elevator Company 

Overhead Door Corporation 

Ozalid Division (General Aniline & Film Corporation) 


Peelle Company (The Richmond Fireproof Door Company) 
Petro Division 

Pittsburgh Corning Corporation 

Pittsburgh Plate Glass Company 


THE MAGAZINE OF BUILDING 


“FOR THE LAST TIME, WHEN'S THIS CLUB GOING TO PUT 
POWERS MIXERS IN THOSE @3347///2¢%/ SHOWERS!” 


Simple a Banish “Booby Trap Showers” 
Durable / i ~N in Clubs, Schools, Hospitals, Hotels, 
r _ Apartments and Residences 


Construction 


—are always enjoyed by bathers in Powers Thermo- 
statically Controlled showers. Water temperature 
stays where the user wants it. There’s no danger of 
slipping and falling while trying to dodge an unex- 
pected shot of cold or hot water. 

Labor Costs no more to install a quality shower mixer. Powers 
mixers cost more. They're worth more. They're Safe 3 ways. 


1. No unexpected shots of hot or cold water caused by 
pressure or temperature changes in water supply lines; 
2. Failure of cold water supply instantly shuts off shower 
delivery; 
3. Being thermostatic Powers mixers stop scalding caused 
by dead-ends in hot water lines. 
POWERS Mixers Stop Waste of Hot and Cold Water. Bathers 
quickly get water at the right temperature. No waste of time. 
No waste of hot or cold water. Shower temperature always 
remains constant wherever bather wants it. 


“Keep Everybody Happy” with Powers Regulated Showers 


Established in 1891 + THE POWERS REGULATOR COMPANY © SKOKIE, ILL. © Offices in Over 50 Cities 
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obscuring-diffusing glass 


for distinctive beauty 
in modern designs 


In the new Lancaster Gram- 
mar School, Lancaster, N. H. 
(Perley F. G iates, 
'hitects) Type 


’ is used for interior cor 


Ibert Ass 
Magnalite 


ridor partitions (as illustrated E 
at right) and also in the § 
school offices. 


MAGNALITE | 
for the 
Modern School 


Architects and designers from coast to coast are specify- 
ing handsome Magnalite for partitions, doors (with, may 


be, one light of clear glass), screens and other uses. Mag- 


nalite’s richness of design lends character and appeal to any 
school, regardless of the school's cost bracket 


Magnalite is mfd. 
the Mississippi Class 


by 
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ype “B” ana p” y 
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PROBLEM IN THIS NEW BOMBAY 


WE'VE GOT 100 ROOMS ON TWO 


FLOORS BUT SOMETIMES ONLY 16 


Surface Coatings, Inc. 


MY HUNCH 1S A CENTRAL WITH A USAIRCO 100 Surface Combustion Corporation 
Piel PACKAGED ORK WE COULD HAVE 
ITH wi EITHER ONE HANDLE 25 o sturing C e 
resipi rete 259 Tremco Manufacturing Co., The 
CONDENSER WILL FLOOR ROOMS, WITH 72 Truscon Steel Company 
THE OTHER SHUT 25¢ i ` i 
59 Tyler Fixture Corp. 


WE'D CERTAINLY BE OPERATING 
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Circuit Refrigerated Kooler-aire can handle second or third floor 66,267 Wheeling. Corrugating Company 
(DRK) unita in the luxurious rooms with the other unit shut | 242 Will-Burt Company, The 
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For Skylights at their BEST... 
E PLEXIGLAS 


When you admit daylight through the roof of a 
building by means of PLEXIGLAS acrylic plastic 


formed into a dome, you gain the advantages of: 


One-Piece Construction—The entire opening is covered by 
a single leak-proof dome. Troublesome joints. sup 
ports and sealing compounds are eliminated 


Light Weight—A complete skylight unit, including 
1erproof framing for the dome, has an average 
of only 2 pounds per square foot. You have 
edom from structural considerations in 
the placement of skylights 


Breakage Resistance—Safety overhead because of the 
structural rigidity of the dome shape and the 
gth and resilience of PLEXIGLAS 


Daylighting Efficiency—White translucent PLEXIGLAS 
transmits 60%-75% of the daylight, provides 
complete diffusion, and reduces solar heat. Clear 
material gives 92% transmission. One-piece dome 


eliminates opaque cross members 


Minimum Maintenance—Dome shape promotes self-clean- 
ing. Skylights with strong, durable domes of 
PLexIGLAs give long trouble-free service 


Domed Prexictas skylight units, easily and quickly 
installed, e brought maximum flexibility to day- 
lighting systems in hundreds of installations from 


coast to coast. 


RI 


CHEMICALS FOR INDUSTRY 


PLEXIGLAS is a trademark, Reg. U.S. Pat. Off. and other 


principal countries in the Western Hemisphere ROHM =& HAAS 


Canadian Distributor: Crystal Glass & Plastics, Ltd., 


130 Queen's Quay at Jarvis Street, Toronto, Ontario, € OMPARN Y 
Canad 
ae WASHINGTON SQUARE, PHILADELPHIA 5, PA. 


Representatives in principal foreign countries 
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UALCO ALUMINUM 


Double Hung 
WINDOWS 


DOUBLE 


HUNG AWNING JALOUSIE 


Giving Buildings . . . Homes 
... and Budgets 


tecvwused Wilh 


Keeping in mind the basic design of the traditionally favored Double Hung 
Window, Ualco developed it of aluminum to assure everlasting service. 


It is structurally perfect. Multi-styled to fulfill the needs of any type of con- 
struction. . . institutional, commercial, residential. Engineered to be maintenance- 
free for the life of the structure. 


Precision-built to exacting specifications, the Double Hung includes all the 
customary details. .. plus added, advance features in keeping with modern archi- 
tectural trends. 


FEATURES: UALCO'S DOUBLE HUNG IS A COMPLETE UNIT WITH INTEGRAL FIN COM. 
PLETELY SURROUNDING THE WINDOW ... EASY, LOW-COST INSTALLATION, JUST SQUARE 
IN OPENING AND NAIL TO STUDS... . FRAME RIGIDITY GIVES MAXIMUM STRENGTH ... 
WILL NOT FLEX, BIND . . . COMPLETELY WEATHERSTRIPPED WITH STAINLESS STEEL AND 
KOROSEAL .. . DRAFT-FREE . . . DUST-FREE. . . SCREEN SLOT BUILT-IN .. . SATIN- 
SMOOTH FINISHED BY SPECIAL PROCESS .. . NO PAINTING EVER. 


16a 
SEE OUR CATALOG IN SWEET’S ARCHITECTURAL FILE Un OR WRITE Us FOR COMPLETE INFORMATION 


UNION ALUMINUM COMPANY, INC. + SOUTHERN SASH SALES & SUPPLY CO. + SHEFFIELD, ALABAMA 


go 
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CASEMENT HOPPER PIVOTED PROJECTED BASEMENT oriuity 


WORLD'S LARGEST MANUFACTURER OF ALUMINUM CASEMENT WINDOWS 
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Coribbeon Studios 


One of the world’s most luxurious hotels, the Virgin Isle Hotel on 
the beautiful Island of St. Thomas in the Caribbean, was designed 
and built to provide the ultimate in comfort and luxury. 

It is extremely significant that Eljer’s Fine Plumbing Fixtures 
and Brass Trim were used exclusively in this 123-room hotel for 
both private baths and service facilities. 

Similarly, you will find that Eljer’s complete line of plumbing 
fixtures and brass goods will satisfy your most discriminating 
specifications . . . for every type of building, anywhere in the 
world, So, for beauty, convenience features, long life . . . for 
outstanding quality . . . specify Eljer. 

For more information on Eljer Fixtures, see Sweet's 
Architectural File, Sweet's Light Construction 


File, or write Eljer Co., Ford City, Pennsylvania, 


Managing Director: Henry L. Kimelman 
Architect: Harold Sterner, Long Beach, N. Y. RIN 
Associate Designer and Interior Decorator: Jac Lessman, New York City, 


General Contractor: Virgin Islands Construction Co., Inc., St. Thomas, Vi 1. 
Plumbing Consultant: Herman Witchell, New York City 


4 wy y 
A Luality V 
y M 
Yj, THROUGH AND THROUGH Y 
$ [i 
3 


a 


Effective use of 
The “OVERHEAD DOOR” 


Cheat Produation 


1] 
Electric operators soon pay for themselves in time and labor Sa | 
saved, Push button, pull switch or key switch controls expedite 
traffic and step up production. Electrically operated doors 
move at a controlled speed, saving wear and tear. Operators 
furnished for The “OVERHEAD DOOR” have rugged, 
gear-head motors; they give reliable service for many years. 


OVERHEAD DOOR CORPORATION, Hartford City, Ind. 


Manufacturing Divisions 


Hillside, N.J. Cortland, N.Y. Oklahoma City, Okla. Portland, Ore. America’s Great Name in 
Nashua, N.H. Lewistown, Pa. Dallas, Tex. Glendale, Cal, 


Look for this trade mark in the yellow 
pages of your telephone directory. 

It stands for more than 32 years of 
quality and leadership! 


P OVERHEAD DOOR THE — 


ee g 
omote iga aN RESIDENTIAL — COMMERCIAL — INDUSTRIAL 
'ad Door 
Company makes The “OVERNEAD DOOR” 


Nationwi ales—~Installation—Servi i ! 
amed ra Om NATION-WIDE Sales ¢@ Installation è Servic 


os WHERE TO Buy yqm 
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